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NOW YOU CAN: Sync on any signal rep rate, look at. 

rf sine waves to 1,000 MC! @ See clear, bright pictures, 
10 cm full scale width, of events as long as 100 
microseconds, as short as 0.3 nanoseconds @ Sync on 
signals as small as 10 mv @ Effectively see any portion of 
a 600,000 sq. cm. CRT face, with a sharp, steady trace! 


Never before such versatility in a single oscilloscope! 
The new 4 185B gives you the same steady, bright 
picture and the same simplicity of operation as con- 
ventional low-frequency scopes . . . all the way to 
1,000 MC! 


Its remarkable versatility makes it ideal for measur- 
ing switching speeds of transistors, diodes, computer 
memory elements; analyzing rf carrier signals by view- 
ing rf directly; measuring phase angle on signals to 
1,000 MC by dual channel viewing; analyzing coaxial 
connectors, cables, attenuators and other devices by 
observing reflections of fast pulses. 


The sampling technique used in the 185B overcomes 
the inherent limitations of “conventional” high-fre- 
quency scopes, to make it the first practical, commer- 
cially available answer to the need for measuring and 
viewing nanosecond pulses. Broad sweep speed capa- 
bility (10 ranges and vernier, 10 »sec/cm to 3 nsec/cm) 
and extreme sensitivity increase its usefulness. 


Sync sensitivity is + 10 mv, and, using an accessory 
delay line, you can sync on the signal being viewed, 
over the entire dynamic range of the scope, and see 
the leading edge. 60:1 dynamic range and x100 sweep 
expansion give you an effective screen area of 600,000 
square centimeters, with no loss in brightness, even 
at maximum expansion. 


The 4 185B offers full 10 cm vertical deflection and 
dual trace presentation for waveform and time com- 
parisons. The scope also can be used to view differ- 
ential signals. Five modes of operation are provided 
with the dual channel plug-in. Sync pulse output is 
provided for triggering external circuits, and X-Y 
recorder output is also supplied. 


Both channels of the 4 187B Dual Trace Amplifier 
plug-in have independent sensitivity and positioning 
controls and may be used separately. Calibrated 
sensitivity controls on both channels include verniers 
which increase sensitivity to 3 mv/cm. Compact 
probes produce minimum circuit loading, extreme 
convenience for such applications as testing transis- 
tors. Electronic features of the 185B Scope include 
low noise and low jitter. 


Whatever the frequency range you’re concerned with 
now, this revolutionary new instrument can help you 
with fast, accurate measurements... traces you can 
view without fatigue ... and you have the capability 
built in for tomorrow’s measurements into still higher 
frequencies. 


Brief specifications here demonstrate the broad use- 
fulness and versatility of the 4 185B. Call your near- 
est 4 representative or write direct for further infor- 
mation or for a demonstration on your bench. 





scope 


of different measurements 
DC TO 1000 MC! 


SPECIFICATIONS 


VERTICAL (Dual Channel) 


% 185B WITH *” 187B DUAL TRACE AMPLIFIER 


Trigger Functions: 


Bandwidth: 
Sensitivity: 


Voltage Calibrator: 
Input Impedance: 


HORIZONTAL 
Sweep Speeds: 


Time Scale Magnifier: 


Jitter: 


Minimum Delay: 


Variable Delay Range: 


Greater than 800 MC, usable to 1,000 
MC; less than 0.5 nsec rise time. 
Calibrated ranges, 10 to 200 mv/cm. 
Vernier increases sensitivity to 3 mv/ 
cm. Attenuator accuracy, +3%. 

20 to 1,000 mv, +3% accuracy. 


100 K shunted by 2 pf. 


10 ranges, 10 nsec/cm to 10 usec/cm, 
calibrated within +5%. Vernier in- 
creases fastest speed to 3 nsec/cm. 

7 calibrated ranges x1, x2, x5, x10, x20, 
x50, x100. Increases maximum cali- 
brated speed to 0.1 nsec/cm, vernier 
to 0.03 nsec/cm. 

Less than 0.03 nsec or 2 mm with x100 
expansion, whichever is greater. 

Less than 120 nsec, 100 nsec sweep and 
faster. 

Any portion of the trace may be viewed 
in detail using the Time Scale Magni- 
fier and the time delay. 


Sampling Rep Rate: 
SYNC OUTPUT 

Amplitude: 

Rise Time: 

Width: 

Recurrence: 
GENERAL 


X-Y Recorder Output: 


Beam Finder: 


Accessories Furnished: 


Prices: 


Data subject to change. Prices f.o.b. factory. 


(Normal) External trigger 100 mv for 
1 nsec or longer, 50 cps to 100 MC. 
(Sensitive) External trigger 10 mv for 
1 nsec or longer, 50 cps to 100 MC. 
(High Frequency) External trigger 200 
mv p-p, 50 MC to 1,000 MC. 

100 KC maximum. 


Positive, at least 2 volts into 50 ohms. 
Less than 1.5 nsec. 

Approx. 7 usec. 

One pulse per sample. 


Available for making pen-recordings of 
waveforms in MANUAL, RECORD and 
EXTERNAL scanning modes. 
Facilitates location of beam that is off- 
scale vertically or horizontally. 
187A-76A BNC Adapter (2); 187A-76F 
accessory adapter (2); 185B-21A Sync 
Probe. 

t) 185B Oscilloscope, $2,300.00; ® 
187B Dual Trace Amplifier, $1,000.00. 





¢é) ACCESSORIES ADD REMARKABLE VERSATILITY TO YOUR 185B SCOPE! 
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&) AC-16V Delay Line pro- 
vides 120 nsec delay so that 
” input signal can synchronize 


observatio 
volts p-to 


@ 187A-76C 10:1 Divider permits 


n of signals as large as 20 
-p, increases probe input 


@ 185A-21C/D/E/F Re- 
sistive Divider Probes pro- 
vide high impedance input 


the scope, making leading edge of input signal 
visible on screen. Used with @ 185A-76A Sync. 
Lake-off. @ AC-16V, $200.00 ; @ 185A-76A, $50.00. 


impedance to 1 megohm. $40.00. while triggering from sig- 

nal itself. @ AC-16W Cable 

‘ ($10.00) provides flexible 

*~ connection to ® AC-16V 

Delay Line. @ 185A-21C (5:1 Division Ratio, 

250 ohms input resistance), 185A-21D (10:1, 500 

ohms), 185A-21E (50:1, 2,500 ohms), 185A-21F 
(100:1, 5,000 ohms), $40.00 each. 

ohms. Designed to test 


“a el 
ae 
° 
rise time in 185B Scope, 


useful for other extremely fast measurements. 
Pulse width, approx. 2 usec ; triggered rep rate, 
0 to 100 KC; free run, 150 KC. Triggering, ap- 
prox. + 0.5 v for more than 2 nsec —will trigger 
on 185B sync out pulse. $215.00. 


tp) 187A-76D Blocking Capacitor per- 
mits observation of signals + 600 
4) 185B-21A Syne Probe, furnished with 185B volts from ground. $3.50. 
Scope, provides convenient means for connecting 
sync signals to scope, increases input impedance 


#) 187B-76E 50 ohm T Con- 
to at least 700 ohms. $51.00. 


omar Xt le nector permits observation 
ed | of signal on a 50-ohm trans- 
mission line, may be used with low reflection load 
(i.e., ® 908A) to terminate line, observe signal on 
scope. $35.00. 


@ 213A Pulse Genera- 
tor, provides pulse of 
approximately 0.2 nsec 
rise time, 0.4 volts, posi- 
tive or negative, into 50 


4) 187A-76A Adapters, 2 furnished with scope, 
convert signal probe to a male BNC connector, 
add only 2.5 pf to signal probe. $8.00. 


#) 908A 50-ohm Coaxial Termination 
is for use with ® 187B-76E (above) 
as low-power termination for 50-ohm 
transmission lines. $35.00. 


4) 187A-76B Adapter converts scope 


lal “® signal probe to Type N connector, 
adds less than 2 pf to probe. Is not a 


cable-matching termination. $10.00. 


HEWLETT-PACKARD COMPANY 


1090A Page Mill Road Palo Alto, California, U.S.A. 
Cable “HEWPACK” DAvenport 6-7000 
Sales representatives in all principal areas 


HEWLETT-PACKARD S. A. 
Rue du Vieux Billard No. 1 
Cable “HEWPACKSA” 


Geneva, Switzerland 
Tel. No. (022) 26. 43, 36 





Today’s most versatile 


OSCILLOSCOPE 
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for typical transistor test with 75 nsec wide 
test pulse. (25 nsec/cm sweep.) 





DC to 1,000 MC in a single instrument 
available now! 
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Barium titanate cells by Litton are tailored by air abrasion 
equipment to exact frequency needed for memory use. See p 47 
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from Magnetic Metals... 


THERMALLY STABLE TR 


If you’re designing a transformer or reactor that 
must maintain constant inductance under the 


blazing desert sun or in the sub-zero cold of 


the Arctic or outer space, you need our thermally 
stable Supermu “30” laminations. They’re the 
only temperature-stabilized laminations avail- 
able anywhere. 

Special composition and the ultimate in anneal- 
ing control stabilize over a wide temperature 
range the permeability of thermally stableSupermu 
30” laminations. Meticulous care in stamping 
eliminates burrs and preserves absolute flatness. 


]Ac NETIC 


ETALS 
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ANSFORMER LAMINATIONS 


With performance characteristics effectively sta- 
bilized, thermally stable Supermu ‘‘30” offers the 
only available solution to thermal design prob- 
lems, and is also of particular value where you 
want to miniaturize components. 

Laminations of thermally stable Supermu ‘‘30” 
are made in all standard sizes and thicknesses. 
Count on two-week delivery. Custom designs are 
available on special order. Our engineers are ready 
and well qualified to help you make the most of 
this exceptional lamination material. Write or 
call today. 


NIAGNETIC NIETALS COMPANY 

Hayes Avenue at 2ist Street, Camden 1, N.J. 

853 Production Place, Newport Beach, California 
transformer laminations « motor laminations « tape-wound cores 
powdered molybdenum permalloy cores « electromagnetic shields 
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DELIVERY FROM STOCK 


BROADBAND 
~—EBRRUTE 
AM MODULATOR | sepa 


First to cover the entire X-band, 
8.2 to 12.4 Ge 





FXR’s new X158A broadband ferrite modulator is 
the first absorption amplitude modulator to pro- 
vide full coverage of X-band, 8.2 to 12.4 Gc. A 
primary use of this unit is to provide a clean AM 
microwave signal for high accuracy measurements. 
Previously any attempt to modulate a microwave 
oscillator left much to be desired because of 
error-producing FM, jitter and double moding. 





The modulator coil of the X158A has been de- 

signed so that any standard, 1 watt, co ~cial ATTENUATION- 
audio oscillator will provide substantial, 4% SOLENOID 
modulation at 1,000 cps. CURRENT 








SPECIFICATIONS FOR MODEL X158A FERRITE MODULATOR 


Freq. range: 8.2 to 12.4 Gc Coil characteristics: 35 millihenries 


‘ 55 ohms @ 1 kc 
Max. insert loss: 1.0 db ; 

Microwave Measurements Min. dynamic attenvation: 30 db Max. solenoid current: 300 ma DC 
As an amplitude modulator for high accuracy micro- ae : Insertion length: 5’ 

wave measurements Max. input and output VSWR: 1.20 Cover flanges to mate with: UG-39/U 


Max. average RF input power: 2 watts © Waveguide type: WR90 





APPLICATIONS 





Microwave Transmitter Modulation 
With proper biasing of the control solenoid low dis- 
tortion modulation is obtained over the audio range FXR OFFICES IN NEW YORK © BOSTON © LOS ANGELES 
REPRESENTATIVES IN ALL MAJOR CITIES THROUGHOUT THE WORLD. 
Fast Microwave Switching 


For front panel or remote switching of signal gene- 


rators and other low power units : uai/ RX R 
Electrically Controlled Microwave Attenuation \ a division of 


For electrically controlled microwave attenuation of y Amphenol—Borg Electronics Corporation 


system energy from either remote or local positions —_ co gl a aan 
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CROSSTALK 


FOR THE FIRST TIME, the non-profit military electronic systems engineering 
firm, the Mitre Corp., will be in charge of an entire Air Force command 
and control system. Mitre and the contracting Electronic Systems Divi- 
sion of the Air Force Systems Command will together act as systems 
engineers on future large electronics systems also—a role formerly given 
private industry. Industry will be used as associate contractors for 
hardware. During a week-long visit to ESD Headquarters at Hanscom 
Field, Mass., Associate Editor Mason obtained an exclusive report on 
this significant step in Air Force procurement policy. His report-in-depth, 
detailing how the policy evolved and previous Air Force use of weapons 
system management firms, appears on page 22. 


PROTOTYPE 16-bit matrix mem- 
ory shown in the accompanying 
photo consists of the barium titan- 
ate memory cells shown in detail 
on the front cover. Use of these 
memory elements in nuclear resist- 
ant, long-term, random-access mem- 
ories is described in this issue by 
A. B. Kaufman of Litton Systems. 
His article begins on p 47. 


PROBLEMS involved in making transient light measurements with photo- 
tubes are discussed by H. E. Edgerton and R. O. Shaffner of MIT in the 
informative article beginning on p 56. 

Edgerton has been concerned with the field of underwater flash 
photography and stroboscopy for several years; his ELECTRONICS arti- 
cles in this area have dealt with underwater camera systems (p 62, 
April 8, 1960, coauthored with S. O. Raymond) and a sonar pinger 
(p 938, June 24, 1960). 


Coming In Our September 1 Issue 


PLASMA ENGINEERING. Assistant Editor Wolff’s series on plasma engi- 
neering continues next week with a survey of the possible appli- 
cations of plasma. You'll read about experiments in thermonuclear 
fusion, MHD and thermionic power conversion, spacecraft propulsion 
and plasma electronics. Latter topic involves research into the use 
of plasma for such devices as microwave traveling-wave amplifiers, 
backward-wave oscillators, uhf parametric amplifiers, and phase shift- 
ers. Semiconductor plasma devices are also discussed in this article, 
which follows one on measuring plasma parameters (p 33, Aug. 14, 1961) 
and an introductory article on generating and heating plasma (p 47, 
July 14, 1961). 
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THERE’S 
A NEW 
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ONTROLLE® 


RELIABILITY 
AND LONG LIFE 


Raytheon Reliability-Controlled Tubes are 
certified to have an average life span of more 
than 10,000 hours when used under approved 
conditions — with full credit for failure within 
1,000 hours — at no increase in price! 

Through the use of special design and 
manufacturing techniques, Raytheon now brings 


you a line of Reliability-Controlled Tubes to 
meet your most critical needs for long life and 
reliability. Each Reliability-Controlled type is 
monitored by tests far more severe than those 
normally encountered in service and is backed 
up by an unprecedented 10,000 Hour Life 
Certificate. 





Applicable to shipments of 100 tubes or more from factory or Raytheon 
Distributor stock, Raytheon’s 10,000 Hour Life Certificate assures you of: 


1 


Full credit for any and all tube failures which occur during the first 1,000 hours of service. 


2 Proportional credit on the shipment lot to the extent that failures prevent that shipment lot 


from achieving an average life of 10,000 hours. 





Eight Reliability-Controlled types are now 
available — 6AH6WA, 6ANS5SWA, 5670, 
5654/6AKSW, 5755, 6414, OA2WA, 5651WA 
— more types in development. Each data sheet 
contains a section devoted to operating condi- 
tions and ratings recommended to achieve the 


long and reliable service built into these tubes. 
Full technical data and complete details on 
the new Raytheon 10,000 Hour Life Certificate 
are available from Raytheon Company, Indus- 
trial Components Division, Newton 58, 
Massachusetts. 


RAYTHEON COMPANY 
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ALL UNITS ACTUAL SIZE 





INSULATED SHELL 


POWER'RESISTORS 


Sprague’s Koolohm Resistors are de- 
signed to meet military and industrial 
requirements for insulated power 
wirewound resistors that will ‘per- 
form dependably. 

New axial-lead Koolohm con- 
struction features include welded 
leads and winding terminations. Ex- 
clusive Ceron® ceramic-insulated re- 
sistance wire, wound on special ce- 
ramic core makes possible multilayer 
non-inductive windings and extra- 
high-resistance-value conventional 
windings. Dense, non-porous ceram- 
ic outer shells provide both humidity 
and mechanical protection for resist- 
ance elements. All resistors are aged- 
on-load to stabilize resistance value. 

The advanced construction of 
these improved Koolohm Resistors 
allows them to operate at “hottest 
spot” temperatures up to 350°C. 
You can depend upon them to carry 
maximum rated load for any given 
physical size. 

Send for Engineering Bulletin7300A 
for complete technical data. 


SPRAGUE ELECTRIC COMPANY 


35 Marshall Street, North Adams, Mass. 
SI RAGUE 
THE MARK OF RELIABILITY 
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COMMENT 


Patent Legislation 


I’ve just been reading your com- 
ments in Crosstelk of the June 2 
issue (p 4) regarding proposed re- 
vision of patent law as applied to 
R&D done under government con- 
tract. A great deal of what you say 
has validity. 

I find, however, some of your 
statements amusing when more 
widely applied, i.e. to the relation- 
ship between a laboratory or devel- 
opment organization and its em- 
ployee. To my limited knowledge, 
it is standard practice for an em- 
ployee, upon hire, to sign away all 
rights to any invention he may con- 
ceive of while in the employ of the 
laboratory or development organiza- 
tion whether related to his R&D 
activities or not. 

To parallel your words, .. . the 
researcher has contracted for goods 
and services. . . . In this situation 

. no one has seen fit to raise the 
spectre of danger to free enterprise. 

... there is considerable justifica- 
tion for the government to retain 
ownership of an invention arising 
in the course of R&D paid for by 
the government. It is apparent that 
the invention would not have oc- 
curred if the opportunity were not 
provided for by government spon- 
sorship.... 

ALBERT GOODMAN 
SANDIA CORPORATION 
ALBUQUERQUE, N. M. 


... It has been very interesting 
to read the lively discussions in 
Comment concerning patent legisla- 
tion. My experiences with patents 
leads me to suggest two concrete 
propositions: 

(1) A modest “license fee’’ be 
collected by the Commissioner of 
Patents for every valid patent from 
all the companies which are using 
it profitably. A committee would 
determine the amount [of the fees] 
and would distribute the collected 
funds to inventors. . . . This pro- 
gram should be fully independent 
of evaluation by private industry. 

(2) Employees obtain the right 
to apply for a patent if the com- 
pany is not interested in applying. 


These measures would [encour- 
age] scientists and engineers to 
work on their own projects. I be- 
lieve a successful scientist or engi- 
neer is often a better judge of the 
merits of a project than an adminis- 
tering manager... . 

I, ZAKARIAS 
PICOFARAD ELECTRONIC 

INSTRUMENTATION 

BEACON, N. Y. 


Our readers may be interested to 
know that Mr. Zakarias has had 
patent experiences in Hungary as 
well as in this country. In Hungary 
he headed his own company (also 
named Picofarad) before it was 
nationalized. He left for the U.S. 
after the October 1956 uprising. 
While in Hungary he worked on 
synchronous detection, on which, 
he says, he obtained a U.S. Patent 
(number 2,208,091) together with 
three other inventors. Officials in 
Hungary will not credit him for his 
work, he says, because of his non- 
conversion “to Communistic theo- 
ries and practices” and his “with- 
out permission” exit from Hungary. 
He has contributed articles to 
ELECTRONICS as far back as 1948 
and recently presented a paper at 
the Fourth International Confer- 
ence on Medical Electronics en- 
titled “Scientifically Checkable 
Lead System for Vectorcardio- 
graphy’. 


Ions and Health 


In Comment of the May 27, 
1960 issue (p 61), you state that 
you have a file of references and 
sources on research regarding the 
biological effects of atmospheric 
ions on the human system. 

My background is in nuclear 
physics and instrumentation and I 
am therefore intrigued with the 
industrial applications of this work. 

I would appreciate whatever in- 
formation you might have. 

RALPH E. WHITE 
ALTADENA, CALIF. 


A list of 26 references has been 
sent to Mr. White. 

Ina future issue we hope to have 
additional interestintyy comments on 
atmospheric ionization by people 
prominent in the field. 
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NO) d-c torque motors 


Save critical weight 
in guidance systems 


Norden Miniature All-Attitude Inertial Plat- 
form uses four Inland torque motors, one for 
each gimbal axis. 

Norden specifies these Inland d-c torque 
motors because of their compact pancake 
shape, low-power input and direct torquing. 
In addition to providing the obvious weight 
and space reduction, Inland’s direct drive 
positioning eliminates gear train problems 
such as backlash. 

Norden engineers say, “The linearity of 
the Inland torquers is excellent over a wide 
range so that precession rates may be ac- 
curately established. The torquer fixed field 
is carefully stabilized so that the torquer 
gradients will be constant over long periods 
of time.” 

Inland d-c pancake torque motors with 
high torque-to-inertia ratios and linearity 
of output provide all the advantages of 
direct gearless servo positioning in a com- 
plete line over the full range of 0.1 to 3,000 
pound-feet. 


COMPARE THESE TYPICAL INLAND TORQUER RATINGS 





Avgust 25, 


Peak torque, oz. in. 


Volts at peak torque, ‘stalled at 250°C 7 
Amps at peak torque. . : 


Total friction, oz. in 


Rotor Inertia, oz. in sec?.. 


Weight, oz 


Dimensions (inches):—O.D. . 
1.D 


SON Seely SNe RE + 


1961 


T-1321-A 


T-2136-A T-2108-B | 





20.0 
48.0 





if 
0. 
5 
1 


SSE E et ee eer 


Thickness 


35.0 
26.0 
1.6 


00 | 

25.6 
1.24 ' 

1.5 
011 

14.0 

2.81 

1.00 

1.00 
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For complete catalog with engineering data, outline drawings and specifi- 
cations on these and other Inland d-c pancake torquers, write Inland 
Motor Corporation of Virginia, Northampton, Massachusetts. Dept. 12-8 


INLAND MOTOR 


CORPORATION 
OF VIRGINIA 


A SUBSIDIARY OF KOLLMORGEN CORPORATION 


NORTHAMPTON, MASS. 
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A fresh 
NEW look 
in instrumentation 


.-- shown for the 


i 





first time 
at WESCON! | 
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FIRST OF AN EXPANDED NEW LINE / 




















SEE THEM AT WESCON... 





























NEW additions to a proven line of R-F equipment... 


BORG-WARNER 


CONTROLS’ 


TEST INSTRUMENTS 


New styling...new convenience... 
new versatility...new accuracy! 


Now, a fresh new approach to precision lab- 
oratory test instruments...designed and engi- 
neered by Borg-Warner Controls to meet the 
most demanding needs of industry. The result 
of 15 years of leadership in high-power radio- 
frequency equipment, these new instruments 
are superior in styling...in convenience and 
versatility...in accuracy and performance. 
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Swe indicator 
MODEL M-401 


Clean, functional design. Handsome two-tone 
brown and beige color schemes. Simplified con- 
trols—no crowding or confusion of knobs. Fin- 
est quality meters for quick, clear, accurate 
readings. Most important of all, better reso- 
lution due to improved design. Don’t buy any 
laboratory quality test equipment until you’ve 
examined these advanced new models! 


FOLD-AWAY 
CARRYING HANDLES 


WIND-UP 
POWER CORD 


cevestaL 
2000 


bias BIAS MA 
MONITOR 


VERSATILE! Al! instruments 
can be used on bench, 
or rack-mounted 

















Write or call for technical bulletins on 
Vacuun 


Roop - 

f Soi foop 

te o6 04) ea (S) 
= ¥4 =e 


_ 


Tube Voltmeter (10 CPS/4 MC)... 
Meter (20 CPS 700 MC) VSWR Indicator 


... R-F Power Meter R-F Siqnal Generators 
overing HF, VHF, UHF and SHF. For your 
BORG-WARNER , ae eer tad labl 
convenience, local sales representatives are available 


BW 


CONTROLS 


Volt-Olim 


for demonstration and consultation in your area. 


BORG-WARNER CONTROLS 


DIVISION OF BORG-WARNER CORPORATION 


P.O. Box 1679 e Santa Ana, California 
Phone Kimberly 5-5581 e Teletype S Ana 5291 


® 
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FOR Simple carrier reinsertion 


TRANSMISSION rissvere 


Selective 


MEASUREMENT votet=: 


Sierra Model 125B-CR Frequency Selective Voltmeter 


Monitoring of single-sideband carrier telephony signals 

is simple with self-contained crystal oscillators for carrier 
reinsertion in the Model 125B-CR Frequency Selective 
Voltmeter. Continuous tuning 3 to 620 kc, the 125B-CR is also 
a flat ac VTVM, 1 to 620 kc. 





Direct-reading frequency, continuously tunable. Virtual 
elimination of spurious responses. Variable selectivity — 250, 
2,500 cps, each 3 db down. Accuracy +1 db, —80 to +32 dbm 
(as flat VTVM, +0.5 dbm, —20 to -+-32 dbm), ideal for 
measuring carrier levels. Self-contained crystal oscillator 

for both frequency and level calibration 


SPECIFICATIONS common to selective operation of the 
Sierra Model 125A, popular general purpose model Th ree flexi ble 


Sierra Model 125B-CR, with internal crystal oscillators for easy carrier reinsertion d l ® th 
Sierra Model 125B-Y, incorporating special 20-pin connector for carrier moageis in e€ 


rack fast patch convenient 


Frequency Selectivity Frequency Accuracy Measuring Line Impedance Ss . 
for direct ] e rra 
Range 3.db down | 45 db down | Low End | High Ena | Accuracy reading in dbm 
3-620ke | +125cps | +500cps | +1kc | +2kc t1db | Bal. or unbal. 135 series of 
600 Q; bridging 
+1250 cps +5 ke input impedance, 


20 kQ2 nominal. Fre q u Se n cy 


The Sierra Model 158A Frequency Selective Voltmeter operates from 500 kc to 10 mc; Se | ective 
selectivity +2000 cps 3 db down, +20 kc 45 db down; frequency accuracy +0.056 mc 


low end, +0.08 mc high end; measuring accuracy +2 db; line impedance for direct 
reading in dbm, unbalanced 600 ohms. Vo Itm ete rs 



































Sierra Model 124A Line Fault Analyzer; Instantly pinpoints shorts, opens, grounds, indicates 
nature of fault, plus exact location. Easy to use, operates on “radar” principles; operates 

on most metallic power and communication lines, direct reading ¥2 to 100 miles, 

accuracy within ¥% mile. 


Write or call Sierra today for complete data on these and other instruments for 
communications application. Data subject to change without notice. 


SIERRA ELECTRONIC CORPORATION 


A Division of Philco Corporation 
Ae | a 7308A BOHANNON DRIVE + DAVENPORT 6-2060 + AREA CODE 415 « MENLO PARK, CALIF., U.S.A. 
Sales representatives in all major areas 
Canada: Atlas Instrument Corporation, Ltd., Montreal, Ottawa, Toronto, Vancouver 
Export: Frazar & Hansen, Ltd., San Francisco 7308 
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Ruby Masers Operate as Light Amplifiers 


PULSED RUBY optical maser has amplified coherent light from a con- 
ventional ruby maser. Net power gain was a factor of two. Light 
from the source maser is directed into the amplifying ruby so that 


no part of it hits the side of the 
ruby or is masked by the ampli- 
fier housing (see sketch). The 
ends of the amplifying ruby are 
not silvered. 

Work with the tandem laser was 
reported this week at WESCON by 
P. P. Kisliuk and W. S. Boyle, of 
Bell Telephone Laboratories. Gain 
was found to be a function of tem- 
perature of the amplifier and the 
pumping power. The factor-of-two 
gain was observed at —40 C. Hous- 
ings permitted liquid nitrogen cool- 
ing. 

To observe amplification directly, 
coherent light must be distin- 
guished from the maser’s natural 
fluorescent light. This was accom- 
plished by generating coherent 
light intense enough to overcome 
fluorescent light. Input and output 
signals were monitored by multi- 
plier phototubes and displayed on a 
dual-beam oscilloscope. 

The researchers expect to obtain 
greater amplifications with more 
precise control over temperature 
and other variables. 

In Cambridge, Mass., meanwhile, 
Trident Corp. reported preliminary 
gain figures for another ruby laser. 
Driven by a ruby oscillator, the 
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pulsed ruby amplifier has yielded 
gains of 25 to 100 percent per inch 
of active length of the amplifying 
crystal. The experiments were run 
at high power levels. Higher limits 
are possible. Work is aimed at de- 
termining the effect of changing 
variables on amplifier performance 
and refining gain reading accuracy. 





Laser “‘Doubler’’? 


PHYSICISTS at the University 
of Michigan reported last 
week that they have produced 
a first overtone light beam 
with a laser. A high intensity, 
monochromatic red laser 
beam, at 7,000 Angstrom 
units wavelength, was focused 
into a quartz crystal. A con- 
siderably weaker second har- 
monic of monochromatic deep 
blue—almost invisible violet 
—at 3,500 Angstroms was 
emitted. Michigan is also 
using its high-power laser on 
a variety of other materials. 





Patent Office Proposes 
Higher Fees, Time Payment 


FURTHER DETAILS on the Patent 
Office’s plans to revamp procedures 
to shorten processing time (ELEC- 
TRONICS, p 14, July 14) were re- 
ported this month by Patent Com- 
missioner David L. Ladd. 

A proposed fee system is pat- 
terned along that used in Europe. 
Nominal fees would be charged 
upon filing. But if a patent is 
granted, additional fees of $100, 
$300 and $500 would be charged 
five, nine and 13 years, respectively, 
after granting. If fees are not paid 
after a grace period, the patent 
would lapse. 

This system, Ladd _ indicated, 
would in time limit patents in force 
to those of long-term value and 
would clean out deadwood—such as 
patents filed only for short-term 
defensive reasons. He doesn’t think 
the increasing fees would deter 
filing of worthwhile patents. In 
Germany, he said, installment fees 
total $2,500, yet Germans file more 
patents per capita than Americans. 

Other steps being taken by the 
Patent Office include research into 
electronic information retrieval 
systems. 


Orbiting Needle Relay 
Belt Given Go-Ahead 


POLICY STATEMENT by the National 
Aeronautics and Space Council, 
with approval of President Ken- 
nedy, apparently clears the way for 
launching of Project West Ford. 
This is the orbital scatter commu- 
nications experiment proposed by 
MIT Lincoln Laboratory, initially 
dubbed Project Needles (ELEC- 
TRONICS, p 43, Sept. 30, 1960). 

The proposal triggered protests 
from optical and radio astronomers 
that the orbiting belts of tuned di- 
poles would interfere with their 
research. At the International 
Astronomical Union assembly in 
Berkeley, Calif., last week, for ex- 
ample, the Union’s president termed 
the belt proposal a “grave danger”. 

The Space Council’s statement 
says the first exploratory test prob- 
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ably would not have an adverse ef- 
fect on any branch of science. The 
U.S. has pledged no operational 
system will be launched until ex- 
perimental results are analyzed. 
Astronomers have been invited to 
help determine if a needle belt 
would obscure astronomical obser- 
vation or reception. 

In exploratory test, 75 pounds of 
dipoles tuned to 8,000 Me will be 
released from a rotating dispenser 
on a satellite. After 30 days, the 
belt of 350 million dipoles will ex- 
tend around the earth. It can be 
used with highly directive micro- 
wave antennas to provide many 
high-capacity, intercontinental com- 
munications circuits. Twin 60-foot 
antennas for initial test are ready 
at Millstone Hill, Mass., and Camp 
Parks, Calif., but launching date 
remains classified. 

Copper dipoles, 1.77-cm long, to 
be used in first test could last 10 to 
20 vears, depending on belt altitude 
and inclination. Lincoln Lab is 
checking into use of white tin alloy 
dipoles, which would become trans- 
formed into gray tin powder pushed 
into the atmosphere by solar radia- 
tion pressure. 


Russian Spaceship Had 
Three Radios, Dual Tv 


SOVIET SCIENTISTS, at a press con- 
ference following the orbital flight 
of Vostok II, outlined the commu- 
nications systems carried by the 
spaceship. But information on 
other instrumentation and controls 
was scanty. 

Long-range communications were 
handled by a-m telephone-telegraph 
transmitters. They operated at 
15.765 and 20.006 Mec and used a 
common antenna with a filtering 
system. When Vostok II was over 
Russian territory, messages were 
sent and received with an f-m sys- 
tem operating at 143.625 Mc. Band- 
width was + 30 Ke. Messages from 
the ship were beamed at specific 
ground stations and conversely. 

The pilot, Gherman Titov, also 
used a tape recorder. Recorded 
comments were transmitted by the 
“ultrashortwave” system over Rus- 
sia. Titov said he never used his 
telegraph key because the radios 
functioned well. 

During the flight, Titov was ob- 


served by two tv systems: one 
narrow-band with a definition of 
100 lines and the other broad-band 
with a definition of 400 lines. Both 
transmitted 10 pictures per second. 

All the radio receivers in the 
ship used semiconductor devices. 
During an “eyewitness” account of 
the launching, broadcast August 7, 
the announcer said that the bio- 
physical telemetering transmitters 
were “under the spacesuit”, indi- 
cating these were miniaturized as 
well. 


Is Smell Really Change 
In Nose Cell Potential? 


ELECTRONIC NOSE with more objec- 
tivity than the human nose is a 
possible result of a long-range re- 
search project underway at Armour 
Research Foundation. Researchers 
theorize that adsorbent surfaces in 
the nose are highly selective with 
respect to molecular structures of 
adsorbed vapors. The signal in the 
olfactory nerve probably comes 
from a change in interface poten- 
tial. 

To check this out, ARF is using 
a variable capacitor to compare con- 
tact potential caused by the same 
vapor on a variety of solids. If elec- 
tronic effects are selective, olfactory 
devices may be possible. Such a de- 
vice could be used in studying food 
aromas, food spoilage detection, in- 
dustrial or military warning sys- 
tems, even for finding out whether 
there are smells in space. 


Tack-Sized Dosimeter 
Developed at Battelle 


RADIAC DETECTOR, a new, miniatur- 
ized fast neutron dosimeter about 
size of a carpet tack, is being devel- 
oped by Battelle Memorial Institute 
for U. S. Army Signal Corps. 

Fast neutrons passing through 
the dosimeter knock some of silicon 
atoms from their normal positions 
in an 0.1 by 0.03-inch silicon disk 
mounted between two electrical con- 
tact pins, permanently changing 
electrical properties of the silicon. 
Change in electrical properties is 
to be measured in terms of tissue 
rads—units of radiation damage to 
human tissue. 


In Brief... 


U. S. SPACE PROGRAM scored one hit 
and two misses last week. Ex- 
plorer XII went 54,000 miles 
into space in search of data on 
magnetic fields. A Blue Scout 
rocket, which was to send radia- 
tion instrumentation 140,000 
miles out, failed. Also failing, in 
a test, was the powerful F-1 
rocket engine for Apollo. 


ADVANCED RESEARCH Projects 
Agency has ordered 40 portable 
seismographs from Geotechnical 
Corp, under an $8 million con- 
tract. The instruments will be 
used in the Vela Uniform pro- 
gram to detect explosions. 


OTHER MAJOR MILITARY contract 
awards include $1.6 million to 
Collins Radio, from Air Force, 
for airborne transceivers; $1 
million to Microwave Associates, 
from Navy, for magnetron tubes; 
over $3 million to Fairchild Semi- 
conductor, from Air Force, for 
transistors to be used in Minute- 
man program; a total of $1 mil- 
lion to Jerrold Electronics, from 
FCC and military agencies, for 
tv, communications, control and 
antenna systems; more than $2 
million to Minneapolis-Honeywell, 
from General Dynamics, for rate 
gvros for Atlas guidance. 


NORTH AMERICAN Air Defense Com- 
mand tested its electronic facili- 
ties last week with a simulated 
attack by 549 missiles and 420 
bombers. 


RUSSIANS are proposing stationary 
satellites large enough to carry 
crews. Orbit of 24 hours would 
make them appear immobile. 


TV BROADCASTERS have petitioned 
FCC for extension of the Oct. 2 
deadline on comments regarding 
uhf-tv proposals. Association of 
Maximum Service Telecasters, 
said to represent 150 stations, 
asked for six more months. 


ASME, in cooperation with Ameri- 
can Standards Association, is de- 
veloping calibration techniques 
for pressure, temperature, fluid 
flow and liquid level measuring 
systems. 
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First “off-the-shelf” 
high resolution display for 
low cost computer monitoring 


General Dynamics/Electronics’ new S-C 1090 is 
the first “off-the-shelf” computer display featur- 
ing high character legibility on a large CRT screen. 
The S-C 1090 incorporates an improved 19-inch 
CHARACTRON® Shaped-Beam Tube and is capa- 
ble of displaying 1000 flicker-free, high-resolution 
characters simultaneously anywhere on the tube 
face. Thirty thousand or more characters per 
second may be displayed with extreme brightness 
and contrast. 


MOST VERSATILE DISPLAY. The S-C 1090, operating 
either on-line or off-line, is designed to monitor digital com- 
puter systems and present data for decision or information 
purposes, Alphanumeric or symbolic characters, and vectors 
may be presented singly or in combination. 

Maximum flexibility for various applications has been 
provided by a number of special modular optional features 
for the S-C 1090 display which include: 

1. Internal Test Pattern Generator — permits complete set 
up and calibration without tying up the computer or data 
handling system, saving time and expense. 


The S-C 1090 display 
is compact, offers 
full 19-inch screen 


August 25, 1961 


2. Vector Generator—capable of drawing straight lines 
between points on the tube for graphic presentations. 
3. Format Generator—reduces the S-C 1090’s input 
requirements and doubles display rate from computer. 

4. Input Register — provides console with buffer storage 
for position and character selection information. 

d. Offset & Expansion—can enlarge any segment of tube 
screen to full screen size for more detailed view. 

6. Category and Feature Select—allows selection of 
information for display without computer intervention. 


SUPERIOR CHARACTER FORMATION. The CHARAC- 
TRON tube’s unique method of shaped-beam character for- 
mation offers proven advantages over less precise line- 
segment, dot, or scan character forming techniques. 

Symbols and characters are obtained by extruding elec- 
tron beams through stencilled openings in a metal disc 
called the matrix. After passing through the matrix, the 
character-shaped beam is directed to an appropriate spot 
on the tube face. Most matrix have 64 characters, 


COMPACT DESIGN. The S-C 1090 is a compact unit meas- 
uring 32 inches in width, 45 inches in height, by 66 inches 
in length. The unit’s low silhouette allows operators to actu- 
ally look over the top of the console for simultaneous view- 


ing of the tube screen and projected large screen displays. 


S-C 1090 APPLICATIONS. The S-C 1090 is capable of 
tabular, situation or graphical presentations and can be 
used in a wide range of computer intervention, monitoring 
and retrieval jobs. It is suitable for laboratory, simulation, 
Air Traffic Control and surveillance applications. 

For additional information on the S-C 1090 Direct View 
Display or other General Dynamics/Electronics readout and 
display systems, write General Dynamics/Electronies, 
Information Technology 


Division, Dept. B-46, P. O. Box: ( il : i ID 
2449, San Diego 12, Calif. i 
GENERAL DYNAMICS | ELECTRONICS 
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BARNSTEAD 
ENGINEERED 


TRANSISTOR 
WASHER 





WITH GREATER CAPACITY 
for 
WASHING and RINSING 


e TRANSISTORS 

e DIODES 

e MISSILE PARTS 

e LARGE POWER TUBES 
e ELECTRONIC PARTS 


The new Barnstead Model TW-50X 
Transistor Washer, completely enclosed 
in stainless steel cabinet, was engineered 
for washing and rinsing transistors, 
diodes, missile parts, large power tubes 
and other electronic parts in hot, ultra 
pure water with continuous repurifica- 
tion. It produces best results with faster 
rinsing and fewer rejects. 


The purification system continuously 
repurifies the water by (1). removal of 
organic impurities, (2) demineralization 
and (3) filtration of submicroscopic par- 
ticles to 0.45 microns. RESULT: Ultra- 
pure final rinse water which is not only of 
high electrical resistance, (15,000,000 to 
18,000,000 ohms @ 18° C., but also 
free of organic impurities and minute 
particulate matter which often interfere 
with thorough cleaning. 


A minimum amount of heat is required 
since the system contains its own regen- 
erative heat exchanger. The water is 
continuously recirculated and repurified, 





thus saving thousands of gallons of pure | 
water daily, and eliminating the need for | 


a larger capacity purification system. 


Reduce your costs . 
rejects . . . write Barnstead for literature 
on the Transistor Washer Model TW-50X, 


arnstead 


STILL AND STERILIZER CO. 
84 Lanesville Terrace, Boston 31, Mass. 


FIRST IN PURE WATER 
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WASHINGTON OUTLOOK 


CONSOLIDATION OF MILITARY BUYING of common-use electronic parts and 
components is being held up pending a more comprehensive decision by 
Defense Secy. McNamara to set up a “defense supply agency” which 
would handle billions of dollars worth of other non-specialized support 
items bought in bulk by the military. 

The new agency is expected to be organized within the next several 
weeks. It would take over procurement and other supply management 
tasks now handled by so-called “single managers” in the services for 
food, clothing, fuel, construction equipment, and other essentially com- 
mercial-type products. 

Up to now, the idea has been to appoint one of the services to do all 
the buying, warehousing, distributing, etc. for all the other services. 
Under a proposal now being studied by McNamara, the new agency would 
pull together these functions and reduce buying of common-use items 
by the services. But military contracting agencies would continue to be 
responsible for procurement and supply management of the many billions 
of dollars worth of more specialized arms and equipment not considered 
to be of a common-use variety. 


FINAL VERSION of the Congressional defense appropriation bill earmarks 
$705-million for Air Force bomber production and development which 
the Kennedy administration doesn’t want. Congress voted $525-million 
to continue B-52 or B-58 production (current schedules call for phasing 
out production next year) and $180-million extra to speed up B-70 devel- 
opment. The administration’s plan is to spend only $220-million. 

The additional B-70 money would be used to reactivate development 
work on electronic subsystems under the Congressional plans. But unless 
the administration is willing to give in to political pressures—which, as 
of now, is unlikely to happen—the Pentagon will be required to go along 
with present bomber schedules this year. 


ELECTRONIC INDUSTRIES ASSOCIATION and other defense contractor 
groups have been invited to a Pentagon brainstorming session sponsored 
by the Air Force late this month to discuss what Lt. Gen. Mark Bradley, 
Jr., deputy chief of staff for systems & logistics, calls “advanced methods 
of procurement”. 

The general is dissatisfied with current buying practices, feels the 
policies fail to “reward a supplier who does a good job and penalize one 
who doesn’t”. He is pushing for “new ways of doing business”. 


LATE NEXT YEAR, the National Aeronautics and Space Administration 
will put a communication satellite into a 22,300-mile high synchronous 
orbit about the earth. A $4-million dollar contract has been awarded 
Hughes Aircraft Corp. to build three flight model satellites. Dubbed 
Syncom a three-stage Delta vehicle will boost the satellite into orbit. 

The NASA project will relay telephone and data transmissions, but 
will not provide tv bandwidths. Test frequencies will be 8,000 Mc from 
ground to the satellite and 2,000 Mc from the satellite to ground. 

The program is similar to the Army’s Project Advent that is designed 
to provide a military satellite communications network using three or 
more synchronous satellites. NASA will use Army ground facilities for 
its initial experiments. 
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PSI SUPER cire 
RECTIFIERS 


1500V..5A thru 20,000V..2Amp 
NO VOLTAGE DERATING —65°C to 175°C 


EXCEED MIL-S-19500B + ALL-WELDED + SHATTERPROOF 
ELECTRICALLY “COLD” CASE + HIGH MOISTURE INTEGRITY 
VERSATILE MOUNTING * VOLUME AVAILABILITY 


These are tough, rugged Very High | 
Voltage rectifiers made to give 
trouble-free performance under wt Pikes | 


Length 


conditions. They have the lowest 
voltage drop, the highest current 
ratings and best reverse leakage 
characteristics of any cartridge 
rectifier available! 


the most strenuous environmental s1445 | 5,000v | 300m 150m 1 vA max | 21/3 


Inverse current @ PIV @ 100°C 50uA max, 
' : The above types are examples of the 20 Super Fuse Clip 
545 oa(e ) Rectifiers covering the 1500V to 20,000 PIV range. Ask 
about other PSI high voltage rectifiers including 1N1731, 
1N1733 and 1N1734 to MIL-S-19500B/142 (Sig C). The new 


! 
=_— 24-page brochure, “PSI Special Assemblies” gives full 


’ ~ .149 = .010 DIA 


~~ 


BRASS FERRULES details. 


— For prices, delivery schedules and other details phone, 
wire or write a PSI sales office near you. 





-437 DIA 





Pacific Semiconductors, Inc 


A. A SUBSIDIARY OF THOMPSON RAMO WOOLDRIDGE INC 
—_— 


12955 Chadron Avenue, Hawthorne, Calif. + Cable: PSISOCAL 
OR 8-4711, OS 9-2281 TWX: HAW CAL 4270 


a haichebaha Distributor stocks in major electronic centers coast-to-coast 
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To discover what you believe is possible... 
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You’re so sure the answer’s there. From what 
you already know...from what’s been proved 
so far, it has to be. But that’s when your hard- 
est work begins. To give your answer precise 
shape and substance. To prove it. And 

use it to move to the next step. At 

some point during your quest, there’s 

a good chance CEC can come in and help. 
Because this is exactly what CEC men do for 
a living — find the means and build the instru- 


ments to measure, record, and analyze some of 
the things that can help supply you with the 
answer you must have. Are you in the middle 
of such an answer search right now? Or looking 
for a starting point on a problem? Call 
in aman from the CEC sales and service 
office nearest you. It’s worth a try. 
CONSOLIDATED ELECTRODYNAMICS 


PASADENA, CALIFORNIA @ A SUBSIDIARY OF BELL & HOWELL 


DATA RECORDERS DIVISION « ANALYTICAL & CONTROL DIVISION * TRANSDUCER 
DIVISION * CONSOLIDATED SYSTEMS CORP. * CONSOLIDATED VACUUM CORP. 





CUTS AIR FREIGHT RATES AGAIN...UP TO 


65% 


royale de-latst-lit-laltcom—jalle)aat-ialess 


RAMS WORLD 
mo hw 2. @ 











Now, big savings for volume shippers! Look at these typical bargain prices! 
On September 1, the latest TWA transatlantic rate eo ee 


. ° . . ‘ minimum between New Yorkt 
reduction brings a new concept to distribution of your weight in and 


. . . pounds Frankfurt Paris London 
products overseas! Volume shippers will enjoy the oe ae $1.08 $1.00 


speed and convenience of air service to European beg en ag @ 
markets at bargain prices. Reductions range from — a z ms 
14% to 65% below present rates! Now it really pays 550- 

1099 43 42 41 


to ship all your products TWA Air Freight. TWA 1100- . 
, las ne oa 37 3 
is the only carrier bridging 70 thriving U.S. cities ae = 

and 23 world trading centers overseas. It delivers ease = = = 
your goods where the business is... fast. Put TWA’s — = no = 


tEffective Sept. 1, subject to Government approvals 


new international rates to work for you and save! *Eastbound only 



































Call your freight forwarder, cargo agent 
or nearest TWA Air Freight office today 
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NOW... 


AUTOMATIC VACUUM 
EVAPORATION SYSTEMS 


TRA MAY A-Yod Coven) (:\e1daelal (om ole lanl e)— 


Varian announces a fully-automatic 
vacuum evaporation system, available @ FULLY AUTOMATIC 
from stock and employing the famous 


; @ PROMPT DELIVERY 
Vaclon all-electronic vacuum pump. 


@ PRESSURES BELOW 5 x 10° mm Hg WITHOUT BAKEOQUT 
Applications include film deposition © TIME, PRESSURE, TEMPERATURE CONTROLLED 
and crystal plating. A servo-mechanism 
feedback circuit provides automatic a 
control of the vacuum cycle, with 
maximum operating speed and 
minimum pumpdown time. 


The 400 litre/second VacIon pump 
included in the system is a revolu- 
tionary development in vacuum 
pumping. VacIon pumps employ no 
moving parts, no fluids, no refrig- 
erants. There is no danger of oil 
contamination in the vacuum 
chamber. VaclIon pumps are fail-safe 
— if power failure occurs, vacuums 
are not compromised. 


Other components of this completely- 
integrated system include a Pyrex 
vacuum bell jar, base plate, roughing 
pump, instrumentation, and controls. 
Shipped ready for operation, after 
connection to power and compressed 
air sources. 





For full technical data on this and 


other Varian high-vacuum systems, VARIAN associates 
write Vacuum Division. PALO ALTO 1. CALIFORNIA 


Subsidiaries : 

BOMAC LABORATORIES, INC. 

VARIAN ASSOCIATES OF CANADA, LTD. 
S-F-D LABORATORIES, INC. 

SEMICON ASSOCIATES, INC. 

SEMICON OF CALIFORNIA, INC. 
VARIAN A. G. (SWITZERLAND) 
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Flexible-lead type 2N1809 series 
Flag-type 2N2109 series 


MLA 








announces higher ratings in 30-amp ‘Rock Top” Transistors 























Westinghouse now brings you 30-ampere ‘‘Rock-Top”’ Transistors with higher 
ratings (200 volts), higher junction temperatures (175°C.), and lower saturation 
resistance (0.037 ohms). These improved ratings, coupled with the absence of 
secondary breakdown, mean dramatic three-fold increases in power-handling 
capabilities. 


These transistors are available in production quantities in the flexible-lead Jedec 
2N1809 series and the newly announced Jedec 2N2109 series with flag-type 
terminals. Both feature exclusive Westinghouse quality assurance with 100% 
Power Testing and True Voltage Ratings for the ultimate in application reliability. 


All these features plus new low prices permit you to start today to upgrade your 
existing germanium and silicon systems, and to be competitive on all new solid 
state power systems. 


To receive your copy of the industry’s most complete evaluation of power switch- 
ing, write for ‘‘High Power Switching with the 30-ampere Silicon Power Transis- 
tor.’’ Westinghouse Electric Corp., Semiconductor Department, Youngwood, Pa. 
You can be sure... if it’s Westinghouse. SC-1052 


Westinghouse 





For Prompt Delivery, Order From These Westinghouse Distributors: 
EASTERN HALLMARK INSTRUMENTS CORP. Dallas, Texas/RI 7-8933 
ACK SEMICONDUCTOR, INC. Birmingham 5, Ala./FA 2-0588 INTER-STATE RADIO & SUPPLY CO. Denver 4, Colo./TA 5-8257 
CAMERADIO Pittsburgh, Pa./EX 1-4000 LENERT CO. Houston, Texas/CA 4-2663 
CRAMER ELECTRONICS, INC. Boston, Mass./CO 7-4700 | MIDLAND SPECIALTY CO. El Paso, Texas/KE 3-9555 
ELECTRONIC WHOLESALERS, INC. Phoenix, Ariz./AL 8-8254 
Melbourne, Florida/PA 3-1441 Albuquerque, N. M./CH 7-0236 
GENERAL RADIO SUPPLY CO., INC. Camden, N. J./WO 4-8560 RADIO DISTRIB. CO. Indianapolis, Ind./ME 7-5571 
GENESEE RADIO PARTS CO. Buffalo, N. Y./TR 3-9661 | SEMICONDUCTOR SPEC., INC. Chicago, tII./NA 2-8860 
KANN-ELLERT ELECTRONICS, INC. Baltimore, Md./TU 9-4242 | S. STERLING CO. Detroit, Mich./BR 3-2900 
MILGRAY ELECTRONICS New York, N. Y./RE 2-4400 | UNITED RADIO, INC. Cincinnati, Ohio/MA 1-6530 
RADIO & ELECTRONIC PARTS CORP. Cleveland, Ohio/UT 1-6060 
SCHWEBER ELECTRONICS Long Island, N. Y./P16-6520 | WESTERN 
Silver Spring, Md./JU 5-7023 | ALMAC ELECTRONICS CORP. Seattle, Wash./PA 3-7310 
MIDWESTERN ELMAR ELECTRONICS Oakland, Cal./TE 4-3311 
E.C.1. SEMICONDUCTORS, INC. Kansas City, Mo./WE 1-0829 | HAMILTON ELECTRO SLS. Los Angeles, Cal./BR 2-9154 
ELECTRONIC COMPONENTS FOR INDUSTRY CO. Palo Alto, Cal./DA 1-7541 
St. Louis, Mo./WO 2-9916 | NEWARK ELECTRONICS CO. Inglewood, Cal./OR 4-8440 
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Air Force Uses Non-Profit Firm 


By JOHN F. MASON, 


Associate Editor 


HANSCOM FIELD, MASS.—Private in- 
dustry will no longer be awarded 
weapon systems management con- 
tracts by the Electronics Systems 
Division (ESD) of the Air Force 
Systems Command (AFSC), ELEc- 
TRONICS was told by Col. J. C. Bo- 
gart, special assistant to Maj. Gen. 
K. P. Bergquist, commander of 
ESD. 

Beginning with the recent 425-L 
system award—the combat oper- 
ations center for the North Ameri- 
can Air Defense Command—the 
non-profit Mitre Corp. will be uti- 
lized as systems technical adviser to 
ESD. This joint Air Force/non- 
profit-corporation team will carry 
out the weapons systems manage- 
ment job formerly given to indus- 
try. Industry is brought into the 
program as associate contractor 
teams for major hardware subsys- 
tems. 

This is the same mechanism that 
has been used in the Air Force 
missile and space programs for the 
past seven years—first using as 
systems adviser the Ramo-Woold- 
ridge’s Space Technology Labo- 
ratories (STL), a profit-seeking or- 
ganization, and later the Aerospace 
Corp., which is non-profit. 

The only remaining division in 
AFSC not using the associate con- 
tractor concept is the Aeronautical 
Systems Division, which, according 
to ESD’s Bogart, will probably not 
acquire a non-profit corporation. 
Reason being that ASD has built 
up a good inhouse capability over 
the years and also, its business is 
declining rather than increasing. 

Although Mitre was formed by 
USAF in 1958 to support air de- 
fense systems and has acted as 
scientific adviser on all of USAF’s 
15 or so command and control sys- 
tem projects, this is the first time 
Mitre has carried an entire project 
as systems engineer. In the past, 
Mitre has advised ESD, which in 
turn handed the whole package to a 
prime contractor as systems engi- 
neer. The, prime managed the proj- 





ect, awarding subcontracts for sub- 
systems. Under the new setup, 
“SD, with Mitre’s help, will fill 
this position, awarding direct con- 
tracts to industry for specific sub- 
systems. 

In the case of the 425-L system, 
the Burroughs Corp. was desig- 
nated an associate contractor by 
ESD as hardware integrator. Bur- 
roughs will award subcontracts and 
deal with suppliers to put the com- 
puters, display and internal com- 
munications into a system. (Out- 
side communications will utilize 
USAF’s 480-L communications net- 
work.) The Mitre Corp., in spite 
of its management position with 
the Air Force, is nevertheless un- 
der contract to ESD and therefore 
also is designated an associate con- 
tractor. The Systems Development 
Corp. has been named subcontractor 
to Mitre, responsible for “soft- 
wear” integration—computer pro- 
gramming. (The fact that SDC is 
also non-profit is coincidental and 
does not form a precedent.) 

The associate contractor concept 
was begun by the Air Research and 
Development Command’s Ballistic 
Missile Division in 1954 by its com- 
mander, B. A. Schriever, then Brig. 
Gen. At this time, Ramo-Woold- 
ridge was commissioned to set the 
basic system concepts and specifica- 
tions, and then coordinate and di- 
rect, from a technical standpoint, 
the weapon-building work of sev- 
eral large companies. 

Occupying an intermediate posi- 
tion between USAF and the indus- 
trial contractors, Ramo-Wooldridge 
with its Space Technology Labo- 
ratories (STL), performed contract 
services of a technical nature which 
in other weapon systems procure- 
ments were assigned directly to the 
prime (or integrating) contractor 
or retained in some part by the 
government agency. 

“Air Force rationale for hiring 
STL (and later Aerospace) was 
compounded of two main elements: 
technical competence and technical 
objectivity.” 

This statement was made by the 
Committee on Government Oper- 


ations in congressional hearings on 
“Air Force Ballistic Missile Man- 
agement (Formation of Aerospace 
Corp.),”” May 1, 1961. 

In the first instance, according 
to the committee’s report, neither 
the Air Force nor industry pos- 
sessed in any single agency the 
technical competence and resources 
required to build the ICBM. 

As for technical objectivity, the 
committee felt that “the systems 
engineer, as technical judge or arbi- 
trator in the technical conflicts that 
arise in the progress of any project, 
must constantly resist pressure or 
resolve conflicts to preserve the 
technical integrity of the weapon 
system. 

“For these reasons, it is con- 
tended, the industrial contractors 
must be directed by an agency free 
of interest in hardware production. 
Only in this way can objectivity be 
assured and the Government’s in- 
terest protected.” 

Ramo-Wooldridge, however, was 
a profit-seeking organization. To 
protect its objectivity, two things 
were done. R-W walled off its mis- 
sile work from its other corporate 
operations; and USAF put a “hard- 
ware ban” on the firm. It was not 
eligible to receive contracts for 
developing or producing hardware 
components for these missile proj- 
ects. 

“In the long run, however, this 
arrangement did not work,” the 
committee reported. “Other com- 
panies resented STL’s access to 
their technical data and its position 
of advantage in carrying on long- 
range weapon and space studies for 
USAF.” Also, R-W was “keenly 
alive to the fact that the real 
moneymaking potential was in 
hardware production.” 

The next step was to make STL 
a separate corporation while the 
remaining part of R-W merged with 
Thompson Products to become 
Thompson-Ramo-Wooldridge, Inc. 
Because of the old ties, however, 
USAF retained the hardware ban 
on Thompson-Ramo-Wooldridge. 

However, according to the report, 
STL grew and assumed more and 


electronics 





as Electronic System Engineer 


more responsibility in the missile 
and space effort. It was suggested 
that STL become a non-profit or- 
ganization. Executing such a com- 
plicated maneuver, however, was 
finally abandoned and USAF “cre- 
ated a new non-profit corporation— 
Aerospace—to coexist with, and 
even supervise, STL.” 

Last year, STL reintegrated with 
Thompson - Ramo - Wooldrige, the 
hardware ban was removed and new 
business is coming in. In view of 
this, the committee “believes that 
the Air Force should close out, as 
rapidly as possible, contract func- 
tions with STL which afford privi- 
leged access to industry data and 
technical decision-making responsi- 
bilities affecting the industrial 
careers of the associated contrac- 
tors. 

“As matters stand now, STL and 
the new Aerospace Corp. between 
them are to encompass the techni- 
cal management functions consid- 
ered essential in missile and space 
weaponry which are not believed 
suitable for transfer to industry 
and yet which USAF does not have 
the in-house technical resources to 
perform.” 

STL’s remaining work for the 
Ballistic Systems Division is to per- 
form systems engineering and tech- 
nical direction for the Atlas, Titan, 
and Minuteman programs, until 
they are completed. ‘“Follow-on 
work on these missiles will probably 
be taken over by Aerospace,” ESD’s 
Bogart said. 

Aerospace is responsible for por- 
tions of Samos, Dyna-Soar booster, 
Advent booster, Bambi, Mercury 
booster, Saint, Transit and Vela 
Hotel. Besides the above technical 
program operations, Aerospace is 
also responsible for systems re- 
search and planning, laboratory 
operations, technical services and 
administrative support. 

There are critics of the non-profit 
corporation on several fronts. In- 
dustry asks, “What can they do 
that we can’t do?” Critics in gov- 
ernment feel that large programs 
should be managed by government 
personnel. 
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However, “it is unlikely that de- 
velopments on either the govern- 
ment or industry side will come 
to the point of eliminating such in- 
termediary contract agencies,” the 
committee said. 

Schriever told the Air Force As- 
sociation Industry Seminar last 
Sept., “In my opinion, the evolution 
of organizations such as Aerospace 
and Mitre mark the most signifi- 
cant change in our management 
policy since the technological ex- 
plosion began.” 

USAF has other contractor or- 
ganizations engaged in technical 
management and related functions. 
Lincoln Laboratory is a non-profit 
organization associated with the 
Massachusetts Institute of Technol- 
ogy. It provides a technical re- 
source for development, design and 
basic research in electronics, sen- 
sors and data processing. Avail- 
able to all the military services and 


the Advanced Research Projects 
Agency, Lincoln Labs does techni- 
cal work for ESD in the planning 
and development of command and 
control systems. 

The Rand Corp. and Analytical 
Services, Inc. are non-profit organi- 
zations performing operational 
analyses, evaluations and other 
prescribed tasks for Air Force 
Headquarters. 

ARO, Inc., a subsidiary of Sverd- 
rup & Parcel, Inc., runs the Arnold 
Engineering Development Center 
in Tenn.; Pan American World Air- 
and its subcontractor, RCA 
Service Co., operate the Atlantic 
Missile Range; Vitro Laboratories 
maintains and operates the Eglin 
Gulf Test Range of the Air Prov- 
ing Ground Center; and Coleman 
Engineering operates the Hurri- 
cane Mesa high speed track facility 
of the Air Force Flight Test 
Center. 


ways 


Flight Simulator for Jet Fighter 


Link’s aircraft simulator for Navy F8U-2N Crusader drills pilot in instru- 


ment flight, normal and emergency action. 


pilot responses 


Instructor can monitor all 





How Satellite Measures Micrometeoroids 


To perform five experiments, the S-55 satellite will carry pressurized 
cells, foil gages, wire grids, cadmium-sulfide cells and impact detectors 


BEFORE YEAR’S END, the National 
Aeronautics and Space Administra- 
tion will launch a second micro- 
meteoroid satellite (S-55) to do the 
job the first one failed to do when 
it was unsuccessfully launched this 
summer. 

The satellite designed to 
send back information about micro- 
meteoroids 240 mi to 620 mi above 
the earth. 

The cylindrical satellite is about 
24 inches in diameter and 76 inches 
long. It is installed around the 
18-in. diameter, 72-in.-long Altair 
rocket motor—fourth stage of the 
Scout launch vehicle. 

The 187.23-lb satellite will give a 
direct measure of the puncture haz- 
ard of micrometeoroids in space- 
craft structural skin samples and 
will measure micrometeoroid flux 
rates. In addition, the satellite will 
provide data on the erosion of 
spacecraft materials by small par- 
ticles, and will record information 
for the design of solar cells for 
spacecraft power through a com- 
parison of measurements obtained 
from protected and _ unprotected 
solar cells. 

Five micrometeoroid detectors 
include pressurized cells, foil gages, 
and wire grids (providing 24} sq ft 
of area exposed to the penetration 
hazard), cadmium-sulfide cells and 
impact sensors (which will have a 


was 


24 


combined total of 43 sq ft exposed 
for impact detection). 

Five test groups of window-like 
silicon solar cells on the nose of the 
satellite will determine what pro- 
tection solar cells in future space 
experiments will require. Five cells 
are shingled for each group: two 
groups will be unprotected, two 
groups will have 6-mil glass slides 
covering the sensitive area, and one 
group will have a 62-mil quartz 
window protecting it. 

A series of temperature measure- 
ments at selected places throughout 
the satellite will give additional 
data. A telemeter system with 
erectable antennas will be located 
in the nose section to transmit data 
to ground receiving stations. 

Pressurized cells: these _ beryl- 
lium copper detectors, the primary 
sensors of the experiment, include 
160 half-cylinders ranging in thick- 
ness from one-thousandth to five- 
thousandths of an inch. The 2-inch- 
wide flat area of each of the 
7i-inch-long half cylinders is 
mounted in five rows of 32 cells 
each around the circular exterior 
of the Altair rocket motor, leaving 
the can-like cylindrical portion ex- 
posed to micrometeoroids. 

The cells occupy about a 38-inch- 
long section of peripheral space in 
the center of the satellite. The ex- 
posed cells will be pressurized with 


nitrogen and helium so that a punc- 
ture will allow pressure to leak out. 
By a pressure-activated switch in 
the end of each cell, the pressure 
loss will be detected and teleme- 
tered. 

Sixty foil gage detectors, each 
an equilateral triangle with a 4.57 
inch base, are installed around the 
forward usable half of the fourth 
stage launch vehicle support struc- 
ture. Each detector consists of a 
circuit obtained by an electrochemi- 
cal deposition process, about 90 mi- 
croinches thick attached to one- 
mil Mylar and mounted on the 
underside of 304-stainless steel 
skin samples—with 48 of the skin 
samples being 3-mil thick and 12 of 
6-mil thickness. When the stainless 
steel samples are penetrated, the 
foil circuits are broken causing a 
change in the resistance level of 
the circuit. 

Wire grids are similar to sensors 
flown on previous satellites. 

Two cadmium-sulfide cells will be 
mounted in the nose cone of the sat- 
ellite about 180 degrees apart. Each 
cell is mounted in an aluminized 
glass flask. The six sq in of exposed 
surface provided by the two detec- 
tors are covered with a sheet of 
quarter-mil Mylar coated with evap- 
orated aluminum on both sides. On 
penetration, light will focus on the 
cells, changing resistance. 

Impact detectors: piezoelectric 
crystal impact detecting  trans- 
ducers, acoustically decoupled from 
the satellite structure, are mounted 
on sounding boards loaded on the 
nose cone. 

Communication with the satel- 
lite will be on two frequencies: 
136.860 Me and 136.200 Mc. 


MIT Instrument Lab 
First On Apollo Team 


FIRST MEMBER of Project Apollo 
team selected by NASA is Instru- 
mentation Laboratory of MIT, 
which will design guidance and 
navigation system. 

Apollo space vehicle will carry 
three men to the moon and back, 
NASA hopes to have it ready for 
flight in about five to seven years. 


electronics 





MIT will receive $4 million for 
first vear’s work. Inertial guidance 
systems conceived at MIT are in = 3 =a ~ 5 20) - 9-6 a ee 0 ae 0 = = 
Thor, Titan and Polaris. But the 
lab is leaning toward celestial fixes 
for Apollo navigation. 
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Tv Receiver Market 
Outstrips Production 
TELEVISION RECEIVER sales this year 
will top 6.2 million units, according 
to the Electronic Industries Asso- 
ciation. In 1960, consumers bought 
5,708,346 sets. The 1961 forecast 
was made in a report to the EIA 
Consumer Products Division, by 
Frank W. Mansfield, chairman of 
the Association’s marketing data 

policy committee. 

Manufacturer, distributor and 
dealer inventories are now at one 
of the lowest levels in the last six 


years. Mansfield said that inven- | OUTSTANDING 


tories are much too low to support 

future demands for sets. | t A 4 A T H L i T Y 
Total manufacture, distributor 

and dealer inventories were at 1.7 

million through May of this year. 

The rate of sales for April and May 

has exceeded the total inventory 


cues» Wena § Newer. 


ir OUTSTANDING 
“This means that monthly pro- | 

duction, which through May aver- VA i Ly ce 

aged only 435,000 sets, must aver- | 

age 680,000 sets per month for the | 

rest of the year,” said Mansfield. | List_every design or performance feature 


require in a perforated tape reader and compare 
them with the versatile Potter Model 909 


you 


[Mali-mali-4pbs-) ol-1-1¢ 9) ale) Com -1( 101 dalomd-t-Le(-) mar-lale| (sm ol-1s 
Television Intercoms forated paper, sandwich or mylar tape—in strips 
| or loops with up to eight information channels. A 

self-contained regulated power supply, start-stop 

of] gol 0) Gyan a-1- 10 Mr- 10019) 1001 -16-Mer- 1ale M19] coon ¢-) amr J aaleliai-i¢ 

on transistorized plug-in i gelenh amor-haet-mm-la- 


Talore] a ole] g-) 4-10 mie) aero) ans er-leadal-t-s-mn dl) a) olili a m-1ale MT-I) 7 
servicing 


The M-909 may be used with a Model 3299 Dual 
Spooler (illustrated). The spooler includes a higt 
speed inter-reel rewind and 2 split flange reel to 
permit inter-changing tapes. For handling long, 
endless loops, the Mode! 909-1476 Bin Assembly 
permits 100 feet of punched tape to be read at 
J 0] -1 216 f-¥m co 01010 Mol ar- 1-01 -16-0 01-1 an 1-10 416! 

Bat -miulolel-1 mc, Oho Mor- fall bio ol-m-J0)0)e)ii-1eMlameltl-1is-jel-1-16 
orolantoliat-141e)at-melam-)9l-1e1l-] melael-1amn agi d-m colel- hme) an ar il 
Tanielaaar-halelame-laleme-)0\-1e0) dler-halelal- 

*Quantity production of the 909 has made possible a 
price reduction of over 20 percent 


Co 2b eee et 


Motorola reports that audio-visual 

intercoms like the prototype units 

shown above could be produced for ——_ PLAINVIEW, NEW YORK 
about $500. Each Visicom unit con- os 

tains a tv camera. They could be 

used as baby sitters, hospital pa- 


tient monitors and for remote look- INSTRUMENT CO. INC 
see conferences 
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FOR CONTINUOUS OPERATION AT 
HOTTEST SPOT TEMPERATURES 


FOR CONTINUOUS OPERATION AT 
HOTTEST SPOT TEMPERATURES 


For continuous operation at hot- 
test spot temperatures up to 
200°C (392°F) and up to 
250°C (482°F) for short periods 
of time—depend upon TETROC 
—an all Teflon-insulated wire 
available in both single and 
heavy coatings. 

CEROC is Sprague’s recom- 
mendation for continuous oper- 
ation at hottest spot tempera- 
tures up to 250°C (482°F) and 
up to 300°C (572°F) for short 
periods of time. Ceroc has a 
flexible ceramic base insulation 
with either single silicone or 
single or heavy Teflon overlays. 
The ceramic base stops “‘cut- 
through” sometimes found in 
windings of all-fluorocarbon 
wire. Both Tetroc and Ceroc 
magnet wires provide extreme- 
ly high space factors. 

Write for Engineering Bulle- 
tins 405 (Tetroc Wires) and 
400A (Ceroc Wires). 

SPRAGUE ELECTRIC COMPANY 
35 Marshall Street, North Adams, Mass. 


SPRAGUE 


THE MARK OF RELIABILITY 
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New Firms Find Capital 


By THOMAS EMMA, 
Associate Editor 

MULTIMILLION-DOLLAR POOL of new 
venture capital has become avail- 
able recently to young, expanding 
electronics firms because of the 
rapid increase in number and capi- 
talization of U. S.-licensed small 
business investment companies 
(SBICs). SBICs operate under 
highly favorable tax regulations 
which tend to encourage their in- 
vestment in newer firms. 

A year and a half ago, there was 
only one SBIC specializing in elec- 
tronics and related fields. Now 
there are at least 13 specializing in 
our industry (there are some 300 
SBICs in all fields). Total initial 
capitalization of the 13 is more than 
$29 million (see table). The total 
is being swelled rapidly by public 
stock offers, a trend which experts 
in the field expect to continue. 

Electronics Capital Corp., for ex- 
ample, has committed investment of 
more than $14 million of its origi- 


nal $18 million capital. ECC plans 
to nearly double its capital with a 
600,000-share issue. Present share- 
holders will be offered 
share for each share now held. 
Minnesota Scientific, one of the 
newest SBICs, is swelling its capi- 
tal to over $2 million with a public 
offering made just last month. 

Officers of SBICs and the federal 
Small Business Administration in- 
dicated a number of other trends. 
Continuing interest of the stock- 
buying public is seen as a good 
omen. The rise in SBICs has oc- 
curred during a period financially 
favorable to the ‘electronics in- 
dustry. As more electronics-ori- 
ented SBICs mature, competition 
for investment opportunities will 
probably increase. 

There may be some _ further 
changes in SBIC relations. The 
Small Business Investment Act of 
1958 has been liberalized in the past 
18 months. Included in recent 
favorable legislation are provisions 
allowing: 


one new 





TYPICAL 
INVESTMENT COMPANIES 


Company 

Electronics Capital Corp., 
San Diego 

Avionics Investing Corp., 
Washington, D. C. 

Techno-Fund, Inc., 

Ohio 

Small Bus. Electronics Invstmt., 
New York 

Electro-Science Investors, 
Richardson, Texas 

Weston Electronics Investmt., 
Weston, Mass 

Electrical Equities, 
Dallas 

Capital Dynamics Corp., 
Los Angeles 

Capital For Technical Industries, 
Los Angeles 

Dynamic Capital Corp., 
Boston 

Mercury Capital Corp., 
New York 

Minnesota Scientific, 
Minneapolis 

Science Capital Corp., 
Philadelphia 


Columbus, 


June 
April 1960 
April 


Sept. 


April 
June 
June 
June 
June 
June 


June 


ELECTRONICS-ORIENTED SMALL-BUSINESS 


Date 
Licensed 
1959 


Initial 
Capital 
$18,000,000 


Public 
Stocks 
Yes 


305,000 No 


1960 303,000 


1960 303,000 


Oct. 1960 7,280,000 


Feb. 1961 301,400 


1961 306,000 
1961 305,000 
1961 518,400 
1961 305,000 
1961 300,000 
1961 500,000 


1961 303,500 
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In SBICs 


eSBICs not publicly owned to 
issue stock in payment for services 
and tangible assets 

eSBICs not publicly owned to 
grant stock options as salary 

eSBICs to provide capital to 
small concerns by buying any class 
of stocks or bonds rather than only 
convertible debentures. 

Tax advantages of SBICs over 
nongovernment-licensed investment 
companies are considerable. For 
example an investment company 
not licensed by the Small Business 
Administration (SBA) pays 274 
percent taxes on profits to $200,000 
a year and pays 383 percent on 
profits above $200,000. SBICs are 
given complete exemption on all 
profits reinvested. SBICs are also 
completely exempt from dividend 
taxes. Any losses they incur 
through investment may be de- 
ducted against income for tax pur- 
poses. 

While these changes have helped 
stimulate formation of SBICs spe- 
cializing in all types of businesses, 
an SBA spokesman reports that 
there are more licensed investment 
firms in electronics than any other 
category. Retail grocery specialists 
run second. 

Phil David Fine, SBA deputy 
administrator in charge of the In- 
vestment division, explains: “Men 
with ideas in a growth industry 
usually need financing to convert 
the ideas into successful products. 
Nowhere in our present economy 
are there more opportunities for 
profitable venture financing than 
in the electronics and allied indus- 
tries.” 

According to Casper M. Bower, 
Minnesota Scientific president, pub- 
lic interest in SBIC stock continues 
high, bolstered as they are by gen- 
eral interest in electronics and the 
implications of government control. 

SBIC stocks, he said, historically 
resemble investment trust shares. 
SBIC investment portfolios cannot 
usually be priced by open market 
quotations nor the customary in- 
vestment analysis yardsticks. 

“The reason for this,” Bower 
said, “is that SBIC holdings at this 
stage generally represent immature 
or independently-owned companies.” 
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Solid-Electrolyte 
Tantalex® Capacitors 
Now Available in 
Non-polarized Design 
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The Sprague Electric Company, a 
pioneer in the development of solid- 
electrolyte tantalum capacitors, has | 
announced the availability of Type | 
151D non-polar Tantalex Capacitors. | 

The famous Type 150D polarized | 
capacitor, outstanding for miniature 
size, excellent performance charac- 
teristics, and reliable service life, is 
now joined by the non-polarized 
Type 151D, which consists basically 
of two hermetically-sealed, metal- 
clad polarized sections, with their 
cathodes connected back-to-back 
and enclosed within an outer metal 
tube. This results in a single homo- 
geneous capacitor insofar as out- 
ward appearance is concerned.Where 
required, supplementary insulating 
sleeve of polyester film is applied. 

Non-polarized Type 151D Capac- 
itors are useful in many new appli- 
cations, such as phase-splitting in 
small low-voltage motors, in servo 
systems, in low-frequency tuned cir- 
cuits, in crossover networks, and in 
bypass applications where high ripple 
voltages are encountered. 

Unmatched experience in this 
field has enabled Sprague to estab- 
lish the largest and most complete 
production facilities in the capacitor 
industry. Producing more solid- 
electrolyte tantalum capacitors than 
all other supplies combined, the 
Sprague Electric Company offers, in 
addition to reliability of product, 
reliability of source of supply. 

For complete technical data on 
Type 151D Capacitors, write for 
Engineering Bulletin 3521 to Teche | 
nical Literature Section, Sprague 
Electric Company, 35 Marshall 
Street, North Adams, Massachusetts. 
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LARGE 
VALUES OF 
CAPACITANCE 


IN SMALL PHYSICAL SIZE! 


Sprague offers two series of “block- 
buster” electrolytic capacitors for use in 
digital power supplies and allied applica- 
tions requiring extremely large values of 
capacitance. 

Type 36D Powerlytic® Capacitors pack 
the highest capacitance values available 
in their case sizes. Intended for operation 
at temperatures to 65 C, maximum capac- 
itance values range from 150,000 uF at 
3 volts to 1000 uF at 450 volts. 

Where 85 C operation is a factor, 
Sprague offers the Type 32D Compulytic® 
Series, the ultimate in reliable long-life 
electrolytics for digital service. These re- 
markably trouble-free units have maxi- 
mum capacitance values ranging from 
130,000 uF at 2.5 volts to 630 uF at 
450 volts. 

Both 32D and 36D Capacitors have low 
equivalent series resistance and low leak- 
age currents, as well as excellent shelf 
life and high ripple current capability. 

if you'd like complete technical data 
on Type 36D units, write for Engineering 
Bulletin 3431. For the full story on the 
"blue ribbon” Type 32D Series, write for 
Engineering Bulletin 3441B to the Tech- 
nical Literature Section, Sprague Electric 
Company, 35 Marshall Street, North 
Adams, Massachusetts. 


THE MARK OF RELIABILITY 
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MAJOR ADVANCE IN 
THE SCIENCE OF 
ELECTRON BEAM DEFLECTION! 


SPOT RECOVERY 


Fastest! to 1 us 


SPOT SIZE 
Smallest — Reduced 25% 


SPOT SWEEP 


Straightest........... 


* DEFLECTRONS for DISPLAYS 
Where ordinary precision 
yokes FAIL to meet your 
requirements. 

Write for NEW “DEFLECTRON” 


Data and Standard Yoke 
Catalog. <> 


Celco 


Constantine Engineering 
Laboratories Ca. 


Main Plant: MAHWAH, N. 3. DAvis 7-1123 
PACIFIC DIV.— UPLAND, CALIF. YUkon 2-0215 





CENTRAL DIV.—LANESBORO, PA. ULYsses 3-3500 
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New Gear Automates Broadcasts 


Automatic radio station equipment 
market could run to some $5 million 
a year according to predictions 
given this week to ELECTRONICS. 

A good chunk of this will be 
going into magnetic tape equip- 
ment, with sensing gear, specialized 
oscillators and other’ electronic 
components following closely. 

According to Rogan Jones, presi- 
dent of International Good Music, 
Inc., Bellingham, Wash., who makes 
the prediction, the brightest future 
for automated radio lies in the a-m 
field because the 3,600 a-m stations 
now operating outnumber the 1,777 
f-m installations. Jones forecasts 
that 1,000 stations will automate 
within the next two years. To date, 
his company has automated some 
40 stations. 

Among the latest to go to auto- 
matic operation is station WHOM 
in New York, which installed its 
equipment this month. For an ini- 
tial investment of about $6,000 and 
a program cost roughly equivalent 
to the salary of a record announcer, 
the station is able to air 18 hours 
of music programming’ without 
turning a phonograph record. 

Cornerstone of the operation is 
prerecorded broadcast tape made 
from commercial records and con- 
taining commentary and continuity 
dialog. Backing up the prerecorded 
tapes are station-prepared voice 
tapes. Recorded on the music tape 
is a 20-cycle, one-second tone at 
appropriate intervals. This is a 
switching signal between the 5,000- 
ft full track music tape and the 
locally recorded tape. The same 
type of tone signal is placed on the 
local tape for two-way switching. 
The commercial tape plays at 7.5 
ips, the local at 7.5 or 3.75 ips. 

The tone signalling method is 
also used to cue in a fresh music 
tape machine after completion of 
the two-hour run of the first one. 

Controlling the IGM _ system 
is a newly-designed four-channel 
switcher containing sensing equip- 
ment—a bridged-T oscillator which 
listens across the program bus and 
develops contacts when triggered 
by the taped tone signals—and a 
makeup tone generator allowing the 
station to fade control tone in and 


Equipment like this allows radio 
stations to air 18 hours of pro- 
gramming without touching a 
phonograph record 


out of the commercial tape without 
a click. Three tape decks are used. 

A more complex switching unit 
is now being tested in three differ- 
ent a-m stations on the West Coast. 
This is an eight channel system 
with optional reel-to-reel or sequen- 
tial cartridge operation. In its full 
development with all optional equip- 
ment the system can automatically 
play the music, identify the station, 
play commercial announcements 
and regulate their number, give 
the time of day plus weather and 
news reports and log transmitter 
readings and commercials. The cost 
ranges from $7,000 to $12,000 de- 
pending on the amount of optional 
equipment. 

The automatic transmitter log- 
ging unit is made by Telectronik, 
Pasadena, Calif. It can sample all 
readings every ten minutes and 
record them on paper tape. It can 
also turn on an alarm if current 
levels are not correct. Developers 
are hopeful that Federal Commu- 
nications Commission approval of 
automatic logging will come about 
in the near future. 

An automatic program logging 
system by Westrex logs all pro- 
gramming except music on }-in. 
magnetic tape and stamps the time 
and date. One tape handles 18 
hours of operation. The company 
is also producing a 50-cartridge 
tape unit for sequential playing of 
locally recorded programming. 
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HOT MOLDED RESISTORS 

A ; 
Exclusive Hot Molded Resistors are the 
*‘quality’’ standard of industry all over the 
world. Conservatively rated. Stable and 
uniform characteristics assure superior 
performance. No known instance of cata- 
strophic failure. Rated 1/10, 1/4, 1/2, 1, 
and 2 watts at 70°C. Res. to 22 meg. Tol: 
5, 10, and 20%. 


POTENTIOMETERS TYPE J AND TYPE K 


Type J Potentiometers. Solid, hot molded 
resistance element. Smooth, quiet control 
which improves with long life. Compact. 
Rated 2.25 watts at 70°C. Values to 5 meg. 
Type K Potentiometers. Same as the above 
but rated 1 watt at 125°C; 2 watts at 100°C; 
and 3 watts at 70°C. 


HIGH TEMPERATURE CAPACITORS 


High Temperature Capacitors. Ceramic 
disc type—encapsulated in a ceramic case 
—for use in high quality apparatus where 
reliability and superior performance are 
important. For continuous operation at 
500 v in 150°C ambient. Values from 2.2 to 
3300 mmf. Tol: 5%, 10%, and 20%. 


ALLEN -BRADLEY 
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HERMETICALLY SEALED /PRECISION METAL 
Py RESISTORS GRID RESISTORS 
4 ff 7 


Hot Molded Solid Resistors, hermetically 
sealed in ceramic tubes, remain stable. 
Rated 1/8, 1/3, and 1 watt. Res. to 22 meg. 
Precision Resistors— Metal Grid Construc- 
tion— hermetically sealed. Noninductive. 
Tol: 0.1,0.25,0.5, & 1.0%. TC +25 PPM/°C. 
Rated 1/4, 1/2, and 1 watt at 125°C. 


POTENTIOMETERS TYPE G AND TYPE L 


Type G Potentiometers are miniature con- 
trols with solid molded resistance element. 
Only 1/2” diam. Smooth control—also im- 
proves with age. Rated 1/2 watt at 70°C. 
Values to 5 meg. 

Type L Potentiometers are similar to Type 
G but rated 1/2 watt at 100°C. Can be used 
up to 150°C with reduced ‘“‘load."’ 


FEED-THRU AND STAND-OFF 
CAPACITORS 


Feed-thru and Stand-off Capacitors for use 
at VHF and UHF frequencies. Discoidal de- 
sign eliminates all parallel resonance ef- 
fects at 1000 Mcps and less. Standard 
values 470 mmf+20% and 1000 mmf —0O 
+100%. Special values from 6.8 mmf to 
1500 mmf. Rated to 500 v DC max. 


ADJUSTABLE FIXED RESISTORS 


Adjustable Fixed Resistors. Resistance 
element and terminals hot molded into in- 
tegral unit with insulated mounting base. 
Stepless adjustment. Noninductive. Re- 
mains fixed in ‘‘set’’ position. Watertight. 
Rated 1/4 watt at 70°C. Values to 2.5 meg. 
Tol: 10% and 20%. 


v& 


FERRITES 


Ferrites in a wide range of “‘items,’’ such 
as flared rings, quarter rounds, U cores, 
E cores, cup cores, toroids, etc., can be 
supplied for a very large variety of applica- 
tions. Uniform magnetic characteristics. 
Ceramic permanent magnets having a high 
energy-to-weight ratio also available. 
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HIGH FREQUENCY LOW-PASS 
FILTERS 


High Frequency Low-Pass Filters for elimi- 
nating undesired radiation in the range 
from 100 to 8000 Mcps. Effective filtering 
actually increases with frequency over a 
wide band. Attenuation to 75 db and more. 
Ratings to 500 v, and to 5 amp DC or low 
frequency AC current. 


QUALITY 
ELECTRONIC 
COMPONENTS 
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ENVIRONMENT 
FOR 
ACHIEVEMENT 


The Bernoulli Disk is a major 

LFE development in magnetic 

data storage. Only seven inches 

high, it is less expensive, more 

reliable, and more resistant to 

shock and vibration than con- 

ventional memory drums of like Original Bernoulli Disk 
capacity. It is being supplied for 

Lockheed Aircraft Corporation’s Satellite Program. 


The Disk did not just “happen”. It was encouraged — by 
company-financed research, free inquiry, easy communi- 
cations, and a management that knows its technology. 
Over the past year, this environment helped develop new 
products, create new divisions. If you prefer this type en- 


vironment, inquire now about select new opportunities in: 


SYSTEMS, EQUIPMENT & COMPONENTS 
for 


Airborne Navigation Automatic Controls 
Radar and Surveillance Ground Support 
Electronic Data Processing 


Excellent opportunities are also available 
at our Monterey, California Laboratory 


Write in complete confidence to: 


C. E. Fitzgerald 

LABORATORY FOR ELECTRONICS 
1079 Commonwealth Avenue 

Boston 15, Massachusetts 


All qualified applicants will be considered for employ- 
ment without regard to race, color, creed or national Origin. 





MEETINGS AHEAD 


Aug. 28-Sept. 1: Heat Transfer 
Conf., International; Univ. of 
Colorado, Boulder, Colo. 


Aug. 30-Sept. 1: Semiconductor 
Conf., AIME; Ambassador 
Hotel, Los Angeles. 


Sept. 4-9: Analog Computation, In- 
ternational Conf., International 
Assoc., for Analog Comp., and 
Yugoslav Nat. Comm. for 
ETAN;; Belgrade, Yugoslavia. 

Sept. 6-8: Computing Machinery, 
National Conf., ACM; Statler- 
Hilton Hotel, Los Angeles. 


Sept. 6-8: Nuclear Instrumentation 
Symposium, PGNS of IRE, 
AIEE, ISA; N.C. State College, 
Raleigh, N.C. 


Sept. 6-8: Space Elec. & Telemetry, 
PGSET of IRE; Univ. of New 
Mexico, Albuquerque, N.M. 


Sept. 6-13: Electrical Engineering 
Education, Internat, Conf., 
ASEE, AIEE, PGE of IRE; 
Sagamore Conf. Center, Syracuse 
Univ., Adirondacks, N.Y. 

Sept. 8-10: High-Fidelity and 
Home Entertainment Show, Chi- 
cago, Crystal Ballroom, Palmer 
House, Chicago. 


Sept. 11-15: Instrument-Automa- 
tion Conf. and Exhibit, ISA; 
Sports Arena, Los Angeles. 


Sept. 13-15: Photomultiplier Tube 
Symp. EMI House, Manchester, 
W.I. London. 


Sept. 14-15: Technical-Scientific 
Communications, PGEWS of 
IRE, Bellevue-Stratford Hotel, 
Philadelphia. 

Sept. 14-15: Engineering Manage- 
ment Conf., IRE, Hotel, Roose- 
velt, N.Y.C. 

Sept. 14-25: Federation Nationale 
des Industries Electroniques 
Francaises; Pare des Exposi- 
tions, Paris. 

Sept. 20-21: Industrial Electronics 
Symposium, PGIE of _ IRE, 
AIEE; Bradford Hotel, Boston, 
Mass. 

Oct. 9-11: National Electronics 
Conf., IRE, AIEE, EIA, 
SMPTE; Int. Amphitheatre, 
Chicago. 

Nov. 14-16: Northeast Research & 
Engineering Meeting, NEREM; 
Commonwealth Armory’ and 
Somerset Hotel, Boston. 
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90% SMALLER! 











IN THE SAME SPACE! 


G-E miniature Vac-u-Sel® Selenium Rectifier advantages include: 


+ New thin cell construction (.010” in thickness) ++ Voltage ratings up to 31,500 PRV (50% greater than ordinary 
units) oo New phenolic housing (approximately twice the dielectric strength of glass melamine housings) a Operation 
at ambient temperatures up to 130°C with no derating! +- NewAutomatic Continuous Evaporation (ACE) manufacturing 


process (greater uniformity from cell to cell, stack to stack) -- 15% price reduction -- Current range 1.5 to 25 ma. 


General Electric’s new line of thin cell, high 
voltage, cartridge type half wave selenium rec- 
tifiers features the smallest cartridge size on the 
market today for a given voltage rating. You can 
specify one rectifier rated as high as 31,500 volts 
... for as little as 19¢ per KV! And, of course, 
the lower the voltage rating, the smaller the car- 
tridge will be. The units shown are actual size. 
Your G-E Semiconductor District Sales Man- 


ager will give you complete information to satisfy 
your requirements for ion generators, radar 
power supplies, or other low current, high volt- 
age applications. Or write to Rectifier Compo- 
nents Department, Section 25H33,General Elec- 
tric Company, Auburn, New York. In Canada: 
Canadian General Electric, 189 Dufferin St., 
Toronto, Ont. Export: International General 
Electric, 150 E. 42nd St., New York 17, N. Y. 


GENERAL @ ELECTRIC 
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FOR FAST DELIVERY OF SELENIUM, GERMANIUM AND SILICON RECTIFIERS AT FACTORY-LOW PRICES, CALL YOUR G-E SEMICONDUCTOR DISTRIBUTOR 
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ONE METER TO FOUR MILLIMETERS 


New Litton Electron Tubes 
for Advanced Applications 


A. L-3403 KLYSTRON TUBE: One of our super power pulse 
klystrons for use in long range space radar detection 
and tracking. 


B. L-3270 BROADBAND KLYSTRON: A 2 megawatt L-band 
klystron offering long life, high peak power, 

8 percent bandwidth. Other broadband klystrons, 
using the exclusive Litton Skirtron techniques, 
are available with higher power in the L through 
S-band region with .002-.004 duty cycles. 


C. L-3455 HIGH POWER MAGNETRON: A new magnetron 
delivering a minimum of 2 megawatts peak power at 
406-450 mc. with a .002 duty cycle. 


D. L-3458 HIGH TEMPERATURE PULSE MAGNETRON: Provides 
long life operation at ambient temperatures in 
excess of 662°F Many hours of 900°F operation 
have been achieved in X-band tests. 


E. L-3629 FLOATING DRIFT TUBE KLYSTRON: High power, 
water-cooled klystron oscillator fixed tuned at 
33,000-37,000 mc. Power output: 15 watts CW 
minimum. Other tubes available for immediate 
delivery from 12-4 mm. wavelength. 


F. L-3472 TWIT: PPM focused traveling wave tube 
offers higher CW power — 10 watts minimum — 
and wider bandwidth in a compact 3-lb. size. 
Operates in the range of 7,000-11,000 mc. One of 
a line of TWT’s including a 1000-watt X-band 
pulse tube. 


G. MICROTRON: The L-3189, one-kilowatt CW 
magnetron, is accompanied in package form by 

an electromagnet and filter assembly, high voltage 
and filament and isolation transformers. Only 
6-second warm-up. Two year warranty for domestic 
microwave cooking. 


H. L-3430 CUBE MINIATURE MAGNETRON: A one-kilowatt 
miniature magnetron, fixed tuned at 9300 + 30 mc, 
weighing less than 9 ounces and no bigger than 

a normal X-band waveguide flange. Developments 
at other power levels and frequencies are planned, 


1. L-3408 SWITCH TUBE: Provides switching at rela- 
tively low control voltage levels with an efficiency 
of 95 percent. Features high voltage holdoff, high 
current handling. Collector ratings: 150 Kv; 

20 Amps; 10 KW dissipation. 





For information on our tube 
line, exclusive of classified 
types, send for the 1961 
Electron Tube Condensed 
Catalog. Write to: Marketing 
Dept., Electron Tube Division, 
) 960 Industrial Road, 
San Carlos, California 





LITTON INDUSTRIES 
Electron Tube Division 


MICROWAVE TUBES AND DISPLAY ODOEVICES 
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Take the 


RIMPp 
OUT of your 
assembly operation 

















RMC Fin-Lock DISCAPS 


_ .065 SHOULDER 
i+ 


19 (.036 ) DIA. TINNED 
COPPER WIRE LEADS 


- 


+ 035" 


—pDIsC SIZES 5 DIA. AND OVER =.375 SPACING 


a 
RMC 
Z5U 
.001 


.065 SHOULDER 

53 w-— ULDE 

32 19 (.036") DIA. TINNED 
. COPPER WIRE LEADS 

x j - 060 

16 .250 ; 


+ .005 
+ .035” ’ 
DISC SIZES UNDER 3 DIA. =.250 SPACING 
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The unique design of RMC Fin-Lock leads eliminates 

lead crimping in assembly line operations. Designed for holes 
from .053 to .060 Fin-Lock leads are stopped in holes 

over .060 by the exclusive shoulder construction. These leads 
permit either automatic or hand assembly with assured 


stand up positioning. 


Fin-Lock leads are available on all RMC DISCAPS of 
standard voltages, ratings and spacings. 


DISCAP 
CERAMIC 
CAPACITORS 


RADIO MATERIALS COMPANY 
A DIVISION OF P. R. MALLORY & CO., INC. 
GENERAL OFFICE: 4242 W. Bryn Mewr Ave., Chicegeo 46, III. 
Two RMC Plants Devoted Exctusively te Ceramic Capacitors 

wr - ~ 


three nn 
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HOW TO BUILD THE PERFECT KLYSTRON: 


I e Perfect a highly convergent electron gun that will 
confine electron flow so that your klystron 
will be stable and have the longest life possible. 
(Only Eimac has done it—with the Heil gun.) 


=. Devise a modulating anode that will slash the power 
required to precisely control the klystron beam. (Eimac’s 
already done it ... making super power radar practical.) 


Design your klystron with either an internal, 
an external, or a combined internal-external 
cavity to meet all power and frequency 


needs. (Only Eimac is able to do it today.) 


>. Build and put into successful pulse and CW 
service more than three thousand high-power klystrons 
to prove your ideas. (Eimac’s already done it... 
with more klystrons than any other manufacturer.) 





3. Take ten years or more to perfect advanced 
materials processing techniques including fifty 
foolproof metal-ceramic seals and the first 
output windows made with BeO —to give yourself plenty 
of design freedom. (Eimac’s already done it.) 


wae 


6. Do your work in the world’s most complete tube 
development and production facility, one 
that includes a DC power supply twice as big as 
any other. (That's Eimac ... where the new 


power supply provides 325 KV at ten amps D.C.) 


e Short Cut: Just bring your power and frequency 
needs to Eimac and get your “perfect” 
klystron fast... from the factory or the 
development lab. Test our reaction time by 
writing or phoning: Power Klystron Marketing, 
Eitel-McCullough, Inc., San Carlos, California. 
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Watching a magnetic thin-film shift register in operation: Mr. K. D. Broadbent (center) and Mr. A. W. 
Vance (standing) of the Research Laboratories, with Mr. G. Cokas of Technical Plans and Programs. 


A special report from American Systems Incorporated... 


Operational Thin-Film Shift Registers 


Supporting the trend in computer technology toward 
higher speeds, smaller size, and increased reliability, 
American Systems Incorporated has been conducting 
an intensive research and development program in 
thin-film digital devices. 

The first of such developments, a magnetic thin-film 
shift register, will be demonstrated in operation at the 
1961 National Conference of the Association for Com- 
puting Machinery, in Los Angeles. Versions of this 
register, mounted on a substrate 1 inch by 3 inches, 
can store 256 bits and operate up to 1 megacycle per 
second. Since operation is inertialess, the register can 
be synchronized instantly with data processing units 
having widely varying information rates. 

Originated by Kent D. Broadbent, ASI scientist, the 
new register is characterized by precise bit definition, 
high immunity to noise, and low power requirement. 

Developed in the Research Laboratory’s ultraclean 
facility, the new register is a prototype for a produc- 
tion version which will include driving and read-out 
electronics in an integrated microminiature package. 

The programs and developments of the Research 
Laboratory are complemented by the technical projects 
now under way in six other divisions of the company. 


INFORMATION SCIENCES 

Mathematical and statistical research; systems anal- 
ysis; advanced programming systems; computation 
services; digital system studies; logical design. 
DATA PROCESSING 

Data processing subsystems research and develop- 
ment; logic of command and control complexes; optical 
recognition systems. 
ELECTROMAGNETIC SYSTEMS 

Electromagnetic physics; electronic and mechanical 
scanning antenna systems; development and manu- 
facturing of complete sensor systems. 
INSTRUMENTS 

Development of analytical instruments ; detection and 
monitoring of missile fuel vapors; gas leak and water 
vapor detection; process control instrumentation. 
COMPONENT DEVELOPMENT 

Advanced component technology ; materials and proc- 
esses; computer component development; chemical 
deposition of magnetic surfaces on drums, disks, rods. 
AUDIO-VISUAL 

Audio-visual (INSTRUCTRON) devices for assembly 
line and instructional applications; production of work 
stations designed on human factors principles. 


Outstanding opportunities now exist for engineers and scientists in the fields listed above. All 
qualified applicants will receive consideration without regard to race, creed, color, or national origin. 


SEE THE MAGNETIC THIN-FILM SHIFT REGISTER IN OPERATION 
*. INTERNATIONAL DATA PROCESSING EXHIBIT » 1961 NATIONAL ACM CONFERENCE + LOS ANGELES 
AMERICAN SYSTEMS Incorporated + 1625 East 126th Street, Hawthorne, California 


AN AFFILIATE OF SCHLUMBERGER 


“Atl > 


ae 
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“AIR EXPRESS | 


RADIO ~ DISPATCHED 





Your daily newspaper is a tribute to Air Express priority service 


/f tomorrow every syndicated cartoon, column and ad in which AiR EXPRESS played a part were missing 
from your morning paper, you'd know it instantly. The graphic arts, printing, publishing and advertising 
industries rank high among AIR EXPRESS users. Their engravers’ plates, photos and i//lustrations—even 
entire newspapers — get top priority on all 10,000 daily scheduled U.S. airlines flights —first on, first 
off, first there. And they get door-to-door pickup and de- 
livery, too, by a special 13,000-truck fleet— plus kid-glove 


handling. And just one phone cal/ arranges everything, at AIR EXPRESS 


amazingly low cost. So always ... think AIR EXPRESS first! 


& CALL AIR EXPRESS DIVISION OF RE A EXPRESS ° GETS THERE FIRST VIA U. S. SCHEDULED AIRLINES 
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Fluidized Bed Coating... A Progress Report 


After six years of intensive research and development, the WHIRLCLAD* Coating System, using a 
fluidized bed of dry powder, has become a commercially feasible and economical process now fully adapted 
to volume production. The Polymer Corporation, through its WHIRLCLAD Systems Engineering 
facilities, has helped more than 100 manufacturers achieve volume production quickly and efficiently. 


Q. What types of companies are using 
the WHIRLCLAD Coating System? 


A. Both large and small companies in many different fields 


Q. How are WHIRLCLAD licenses obtained ? 


A. They are available in either of two forms which meet 


of industry. Typical companies are: Allis-Chalmers, 
Barber-Colman, General Electric, General Motors, Globe 
Industries, International Harvester, Jones & Laughlin, 
‘Kuhlman Electric, Leland Airborne Products, McGraw- 
Edison, RT&E Corp., Rockwell Manufacturing, Rotron, 
Uptegraff, Wagner Electric, Westinghouse and many 
others. 


Q. Why is the WHIRLCLAD Coating System used ? 


2 It offers important product advantages and fabricating 


economies compared with other coating methods. One 
quick dip in a fluidized bed of dry powder forms a uniform 
coating free of sags or bridging. Experience has proven 
that a correctly-engineered WHIRLCLAD system is 
highly reliable; there are virtually no interruptions in 
production of the type that plague liquid process finish- 
ing systems. 


Q. How does Polymer help manufacturers 


start using the WHIRLCLAD system ? 


, Polymer’s Systems Engineering Group is available to 


manufacturers for the design of efficient and economical 
coating systems and for establishing detailed specification 
of the components and equipment required. It also offers 
the facilities and experience of the WHIRLCLAD 
Development Laboratory toevaluate materials and develop 
techniques for economical operation. This service can 
draw upon a pool of knowledge which has taken six 
years and over $2 million to develop. Techniques are 
steadily improved by continuing research. 


Q. What is the WHIRLCLAD patent position ? 


A, Polymer Processes, Inc., a subsidiary of The Polymer 


Corporation, controls five issued U.S. Patents coyering 
various aspects of the fluidized bed coating process 
(four of the five have issued in 1961). Over 40 additional 
patent applications are pending. Polymer Processes also 
has a licensing agreement with the right to sublicense 
covering patents and technical developments with 
Knapsack-Griesheim, a division of one of Germany’s 
largest chemical companies, where this unique coating 
system was first developed, 


most requirements. Both are free of down payments or 
minimum annual fees. In the simpler form, royalties are 
included in the cost of coating materials supplied by 
Polymer or other authorized sources. The second con- 
tract provides long-term guarantees for users considering 
major investments in equipment. 


Will licenses be available from sources 
other than Polymer Processes ? 


Yes. Polymer is instituting a program of education and 
technical assistance with a selected group of equipment 
manufacturers and coating material producers who will 
be able to issue licenses to their customers. 


How much are royalties? 


Royalties are 5% of the cost of materials used in the 
patented process. This amounts to a negligible percent- 
age of the sale price of finished articles—the customary 
basis for royalty calculation. 


Where can I get more information ? 


Technical literature; illustrated brochures of equipment, 
materials and methods; data sheets on tests and field 
performance—the results of years of research and de- 
velopment—are available on request through Polymer 
Processes. This group also evaluates equipment, handles 
licensing arrangements, and offers Systems Engineering 
Service to customers installing major coating lines. 
Special equipment, unique to the WHIRLCLAD System 
and not generally available elsewhere, is also sold through 
Polymer Processes. For more information, we suggest 
you contact us at your earliest convenience. 


*TM Polymer Processes, Inc. 


POLYMER PROCESSHES, INC. 


A Subsidiary of The Polymer Corporation 
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New Motorola germanium power transistors provide 
superior extended performance to 110°C maximum 
junction temperature. The 2N 2075 series, with 0.5°C/ W 
thermal resistance, now gives you devices capable of 
up to 170 watts power dissipation . . . offer practical 
operation far beyond the limits of old-style units. And 
with 20 in.-lbs. maximum stud torque — almost double 
that previously offered — these superior Motorola 
2N2075 series devices in low-silhouette TO-36 pack- 
ages can be tightened more firmly to the chassis for 
better unit-to-heat sink contact and cooler operation. 

The new series is also available in Motorola ““Meg-A- 
Life” “A” versions with life test data for greater assur- 
ance of reliability. Under the new, even more stringent 
Meg-A-Life program for power transistors, life testing 
is extended to 110°C, and the program significantly 
tightens up the allowable change in gain. In addition, 
for extra convenience to design engineers, Motorola 
data sheets for this series with extended specifications 
show safe operating areas, typical I,.,,. vs. temperature 
curves, low voltage output characteristics curves, peak 
pulse power derating curve, and other useful design 
information. 


MOTOROLA DISTRICT OFFICES: 

Belmont, Mass. / Burlingame, Calif. / Chicago / Clifton, N. J. / Dallas / Dayton 
Detroit / Glenside, Pa. / Hollywood / Minneapolis / Orlando, Fla. / Phoenix 
Silver Spring, Md. / Syracuse / Toronto, Canada. 
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CASE TEMPERATURE 





DERATING—-——- 





For your copy of data sheets on Motorola’s new power 
transistor series, contact your Motorola district office, 
or write: Motorola Semiconductor Products, Inc., 
Technical Information Department, 5005 East 
McDowell Road, Phoenix 8, Arizona. 





UNIT NO. hire BV cos UNIT NO. hee 
2N2075 20-40 80 V 2N2079 35-70 
2N2076 20-40 70V 2N2080 35-70 


2N2077 20-40 50 V 2N2081 35-70 





2N2078 20-40 40V 2N2082 35-70 














NOTE: The following specs are available to al! units above: 


Maximum Junction Temperature +110°C 


aa industries Association Registered @j.< Maximum 


Resulting P. Maximum 170W 
Maximum Stud Torque 20 inch-pounds 
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. and does it to the tune of more than 1,600 
tape-fed AMPin-cert Pin and Socket terminations 
per hour . . . sometimes even more, depending 
on operator dexterity! Lower cost, semi-skilled 
labor can easily handle not only the automatic 
termination of leads but also the loading of 
AMPin-cert Connector blocks. A simple insertion 
tool helps fill connector cavities faster than a 
dentist trying to get away for an ‘afternoon of golf. 
When you take these advantages and add the 
controlled pressure crimp backed by AMP's twenty 
years of experience in the field of solderless 
termination techniques . . . you have connector 
performance of maximum reliability at the lowest 
installed cost in the industry. This is the winning 
combination you get with AMPin-cert Connectors 

. available in all sizes and configurations. Get 
all the facts! Write today! 





AMP INCORPORATED 


GENERAL OFFICES: HARRISBURG, PENNSYLVANIA 


AMP products and engineering assistance are available through subsidiary companies in: Australia « Canada « England e Ptance « Holland e Italy « Japan « Mexico e West Germany 
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International conclave 
attracts speakers from 
jifteen countries. 
Computer applications 
dominate discussions, 
but virtually all 

areas are covered by 


299-paper program 


By WILLIAM E. BUSHOR, 


Associate Editor 


Nurse adjusts recorder-alarm controls of Minneapolis-Honeywell’s body 
function monitor demonstrated at conference. Unit automatically measures 
and records temperature, pulse rate, respiration rate, and diastolic ana 
systolic blood pressure of post-operative patient 


Review of World-Wide Progress 
in MEDICAL ELECTRONICS 


COMMON ENEMIES 
disease, 


of mankind— 
illness and infirmity— 
were attacked on a broad scale last 
month by the nations of the world. 
Their weapon was electronics. The 
occasion was the joint convention 
of the 4th International Conference 
on Medical Electronics and _ the 
14th Annual Conference on Electri- 
cal Techniques in Medicine and 
Biology, hosted for the first time 
by the U.S. 

Out of the 299 papers given, 25 
percent were from 15 
other than the U. S. One of the 
papers described a simple analog 
computer at Rockefeller institute 
in which information on disease 


countries 
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symptoms is stored for later match- 
ing against the symptom 
of an individual patient. 
is the storage medium. 


record 
Film 
Character- 
istics of each disease and the sig- 
nificance of each symptom are re- 
corded as a spectrum of lines of 
varying densities. Correlation of 
symptoms for a patient against pos- 
sible diseases is obtained by match- 
ing the spectrum of all diseases 
against the spectrum for the 
patient’s disease symptoms. This 
matching can be evaluated by deter- 
mining the amount of light passing 
through the matched lines. 
Patterm recognition of an elec- 


trocardiogram (ecg) using com- 


puter techniques is being done by 
Airborne Instruments 
with the U. S. 
ice.” 

A report on the use of a com- 
puter to determine fetal heart rate 
by autocorrelation was given by the 
Department of the Army.’ Ab- 
dominal leads are applied conven- 
tionally and the ecg signal recorded 
on a two-channel recorder to obtain 
good maternal and fetal heart beat 
recording. The electrodes’ are 
then moved close together and am- 
plifier gain increased until the fetal 
signal is completely lost in random 
noise and the maternal 
barely discernable. 


Laboratory 
Public Health Serv- 
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can be attached to permit distant visual monitoring 


sample of the recording is then 
taken at 996 equally spaced points 
and, after being translated to 
punched cards, this data is used as 
input to a computer. In this man- 
ner the average fetal heart rate 
during the brief sampling periods 
is obtained. The periodicity of the 
signal is used to enhance it with 
respect undesired signals and 
to separate it from other periodic 
signals, such as the maternal com- 
plex. 

A pulse-rate monitor, about the 
size of a small portable radio, that 
displays instantaneous pulse rate 
between pulses as it continuously 
monitors a subject was described 
by the SAVE (Service Activities 
of Volunteer Engineers) group of 
Chicago.‘ Heart impulses are picked 
up with two electrodes placed on 
the chest and amplified by four 
transistors. The amplified signal is 
fed to a diode circuit that gener- 
ates positive pulses triggering a 
transistor switch. 


to 


Two relays are 
actuated by the switch terminating 
the charge circuit to a capacitor 
whose total charge is a measure of 
the time interval between pulses. 
This terminal voltage is trans- 
ferred to another capacitor, which 
biases the grid of a pentode whose 
plate circuit contains a milliam- 
meter. Thus, the recording on the 
meter is an indication of time in- 
terval between the last two pulses. 

Another instantaneous  pulse- 
rate monitor has been developed by 
researchers at the Gilford Instru- 
ment Labs.® This device also meas- 
ures the time interval between 
pulses to obtain a voltage propor- 
tional to the interval. However, 
upon completion of the measure- 
ment, a computer is activated that 
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calculates the reciprocal of the 
time interval within 5 millisec. This 
reciprocal controls the on time of 
an internal clock oscillator that 
feeds a binary counter having a 
numerical display. 

A heart monitor capable of auto- 
matically turning on a cardiac 
stimulator when the heart beat 
drops below a preset rate and of 
switching the stimulator off when 
the correct rate is reestablished 
was described by U. of Maryland 
School of Medicine personnel (Fig. 
1).° The unit can also be used solely 
as a monitor or pacer, to continu- 
ously telemeter heart impulses and 
for external or internal cardiac 
stimulation. The rate can be 
varied up to 250 beats a minute. 
The negative-going exponential 
pulses generated have a maximum 
amplitude of 250 v with a pulse 
width of two millisec at 4 power. 

A team from the Institute of 
Muscle Disease and the State Uni- 
versity of New York discussed 
their combination pacemaker- 
needle device for emergency stimu- 
lation of the heart during complete 
cardiac arrest.’ The needle inserts 
the flexible lead electrodes through 
the chest wall until contact with 
the heart made. A transistor 
pacemaker then provides 5-v, 2.5- 
millisec stimulus pulses. 

A team from the Rockefeller In- 
stitute and the Yale School of 
Medicine have developed a _ tech- 
nique for stimulating the heart in- 
ternally without bringing electrode 
wires through the chest wall. A 
resonant-circuit receiver, con- 
nected to heart electrodes, is buried 
under the patient’s skin. This 
circuit is excited externally by a 
loop taped to the patient’s chest 


is 
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- cardiac monitor-pacer developed at U. of Maryland. In addition to audible alarm, a red beacon lamp 


and driven by a 2-Mc current 
source. The implanted receiver con- 
tains a pickup coil, capacitor and 
silicon diode for rectifying the 2- 
Mc pulses before application to the 
heart. Full control of pulse ampli- 
tude, duration and rate is possible; 
variable amplitude of up to 40 v 
peak for rates of 40 to 150 pulses 
a minute at a fixed duration of 1 
millisee can be obtained. 

Melpar workers’ described a 
cardiac monitor that, when com- 
bined with an ecg recorder, can 
continuously monitor cardiac 
rhythm for detection and diagnosis 
of malfunctions. When any of the 
preset limits is exceeded a warning 
lamp lights, a remote audio warn- 
ing is sounded and a 15-second ecg 
record is made. 

An ultrasonic flowmeter operat- 
ing on the doppler principle has been 
built at the U. of Wisconsin (see 
Fig. 2)."° Because of the doppler 
effect, a sound wave propagated up- 
stream has a longer round-trip 
transit time than a sound wave 
propagated downstream. These 
transit times are determined by 
measuring the phase angle between 
received and transmitted signals, 
the difference being proportional 
to flow velocity. Two 1-Mc ferro- 
electric crystal transducers are 
used, each serving alternately as a 
transmitter and receiver. Receive 
and transmit signals are hetero- 
dyned to 10 Ke to ease phase angle 
measurement problems at the 1-Mc 
operating frequency. 
A servo control system developed 

the Karolinska Institute in 
Sweden follows movements of an 
endoradiosonde (radio pill) while 
the pill itself is detecting and trans- 
mitting information on intralumi- 
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FIG. 2—Ultrasonic flowmeter, built at U. of Wisconsin, uses doppler principle 


which is function of blood flow rate 


nal pressure variation within the 
alimentary canal." Pill position is 
easily and accurately determined 
by placing a servo-controlled omni- 
directional antenna on the patient’s 
stomach. The system automatically 
tracks the movement of the pill 
while a pen recorder maps the pill’s 
position. A receiver is used whose 
ave voltage is a function of the 
signal strength picked up by the 
antenna. 

Israel’s Weizman Institute of 
Science has devised a subminiature 
transistor-radio-telemetering 
troencephalograph (eeg) 
tem that permits unrestrained 
movement of the subject.” When 
placed on the subject, the unit am- 
plifies the eeg signal picked up by 
electrodes on the brain and trans- 
mits the data to a remotely located 
receiver. The amplifier uses four 
transistors; the 3 to 5-Mc trans- 
mitter is a frequency-modulated 
vhf oscillator that requires only 
one transistor. Transmission dis- 
tance of over 10 yards has been ob- 
tained with a commercial receiver. 

Researchers at GE’s Advanced 
Electronics Center at Cornell U. 
have found that the human audi- 


elec- 
sys- 
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tory system can respond not only 
to acoustic energy but also to elec- 
tromagnetic energy in at least a 
portion of the r-f spectrum.” 

Response is instantaneous and 
occurs at low power densities (be- 
low the density that will cause bi- 
ological damage, that is, 1/30 the 
standard maximum safe level for 
continuous exposure). Some experi- 
ments were conducted at 1,310 Mc, 
with a 244 pps pulse rate, a pulse 
width of 5 microseconds and a duty 
cycle of 0.0015, others at 2,982 Mc 
with a 400 pps pulse rate, a pulse 
width of 1 microsecond and a duty 
cycle of 0.0004. 

These investigators feel the 
human auditory system responds 
to frequencies as low as 200 Mc and 
at least as high as 3,000 Mc. Ap- 
parently, perception of r-f sound is 
induced by acoustic energy ex- 
ternal to the eardrum. It also ap- 
pears that the subject must at least 
have the ability to hear 5,000 Ke, 
although not necessarily by air 
conduction. Temple areas of the 
head seem to be reception sources. 
Further work is in progress to 
determine nature, cause and impli- 
cations of this effect. 


section of the human iris as seen with visible light microscope 
(left) and with Nippon Electric’s infrared microscope (right) 
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to measure sound wave transit time, 


The U. of Tokyo and Nippon 
Electric Co. collaborated in develop- 
ing an infrared microscope sensi- 
tive to radiation over a range of 
4,000 to 13,000 Angstroms." The 
instrument consists of a microscope 
combined with an optical system 
that includes an image tube and a 
16-Kv d-c power supply. A filter 
placed over the light source pro- 
vides infrared illumination of the 
viewed object. The magnified in- 
frared image is focused on a photo- 
electric surface of the image tube. 
The visible image is photographed. 
The instrument can be used to dis- 
tinguish normal cells from cancer 
cells, internal structure of bone tis- 
sue and details of the iris of the eye 
(see photo). 
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NEGATIVE-RESISTANCE DIODE 


By A. P. SCHMID, JR., 


Research Div., Raytheon Co. 
Waltham, Mass. 


TWO of the many ways of achieving 
negative resistance effects in semi- 
conductor devices are embodied in 
the Esaki diode and the bonded NR 
diode. 

FIG. 1—Bonded NR diode shows an I-V characteristic (A) that is single- The well-known Esaki diode is a 


valued in the current, at 2 ma per cm and 5 v per em; equivalent circuit p-v junction device in which the 
(B) of the diode; and analysis of equivalent circuit (C) 











negative resistance arises from a 
voltage-dependent current due to 
tunneling between the energy bands 
of the degenerate (low resistivity) 
Pape semiconductors that form the junc- 
tion. 
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snntinn ennsate eat tivp-aet The bonded NR diode is appar- 
ently a n’n junction device in which 
the negative resistance arises from 
a combination of avalanche break- 
down and conductivity modulation 
due to the current through the 
junction. Functionally similar de- 
vices have been reported.'" 
Conductivity modulation is a 
change in the effective carrier den- 
sity in the semiconductor caused by 
carrier multiplication at the junc- 
tion, the back contact or elsewhere 
in the semiconductor material. For 
this effect to be large, the additional 
carriers generated by the injected 
carriers must be a large fraction of 
the carriers present. Such effects 
would therefore be expected to be 
most pronounced in materials of 
low carrier density (high resis- 
@ = exp — al X exp (a B tivity). 
: : The bonded NR diode is fabri- 
Which Mode of cated by pulse-bonding a doped gold 
Combine to Give Repre- the Device wire into a high-resistivity n-type 
sents semiconductor. This is easily done 
and results in a current-controlled 
re Growing |Sine Wave  2eZative resistance (Fig. 1A). 
Exponen- |ja?< 8 |Sine Waves Sine Oscillator This current-controlled behavior 
tial Wasvinn results in one attractive feature not 
usually found in two-terminal de- 
Relaxation vices. That is, in assembling a cir- 
Growing Oscillator cuit the input and output circuits 
may be coupled through the device 
itself and thus to some degree iso- 
a lated from one another. This is not 
Exponen- |a?<@ |Sine Waves _lexp|—ja| + i(8—a?)*If/Sine — possible using Esaki diodes. 
tial es The device reactance is somewhat 
unusual in that it shows strong 
Damped | frequency-dependent effects at low 
a?—8)'|t |Exponen- [Stable frequencies. No effort has yet been 
tial made to utilize these effects in any 
circuit application. Above frequen- 
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FIG. 2—Parameter re lationship of the bonded NR diode circuit 
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cies of four megacycles this react- 
ance is constant, and equivalent to 
a junction capacity of about 0.4 pf. 

The simplest dynamic equivalent 
circuit of the bonded NR diode 
consists of a small resistance in 
series with a parallel combination 
of a negative resistance and a 
shunting reactance (Fig. 1B). This 
reactance is assumed to be capaci- 
tive at the frequencies of interest 
here. 

To use the device a bias circuit 
must be introduced (Fig. 1C). Since 
the device is current-controlled, it 
must be biased from a current 
source. This current source is open- 
circuited in the usual manner for 
analysis of the resulting circuit. 
The solution for charge or current 
flow through circuits of this type is 
an exponential function of time: 
@ = Ae‘''; A and s here may be 
complex. The small-signal behavior 
of the device is assumed to be such 
that the solutions will approximate 
a single exponential function. Cer- 
tainly this is true if the signal am- 
plitude is made small enough. Under 
this assumption the impedances of 
the circuit can be written in the 
form Z, = X, = sL for the induc- 
tance, and Z. = X. = 1/sC for the 
capacitance. 

The admittance of the circuit in 
Fig. 1C is Y = 1/R, — 1/[sL — 
r/(1 — rsC)]. Setting this admit- 
tance equal to zero, the equation for 
the zero admittance conditions is 
obtained in terms of the time coeffi- 
cient in the exponential function. 
The resulting equation is sL — rs? 
LC —r+R, — R, 8sC = 0. Factor- 
ing this gives s* + s(R,/L — 1/7rC) 
— R,/rLC + 1/LC. Solving for s 
gives s = —a + \/a*° — B where 
(R,./L — 1/rC) and Bp = 
(1/LC) (R,/r — 1). 

The form of the solution for the 
current flow through the equivalent 
circuit is then 6 = A (exp —a ft) 
exp (+t \/a* — B.) The behavior of 
the circuit thus depends upon the 
relationship between a and f. That 
is, if B > a’, the second exponential 
function represents sinusoids; if 
0 < B < a’, the second exponential 
function represents exponentials, 
growing or damped depending upon 


ee 
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the value of a. Obviously a > 0 
means that the first exponential 
function is a damping term; a < 0 
means that the first function is a 
growing exponential. The combina- 
tion of these functions represents 
the behavior of the equivalent cir- 
cuit. This behavior is summarized 
in the table. For 8 < 0, growing 
exponentials result, and hence 
switching in all cases. 

The relationships between a, 8, 

and a’* divide the impedance plane 
of the circuit parameters into re- 
gions in which only one type of 
behavior occurs. The values of a 
and f in terms of the device and 
circuit parameters are: 
(R./L — 1/rC) and p = 
1/LC (R,/r — 1); where B > 0 
implies R, > r; B < 0 implies R, < 
r; a@2< 0 implies R, > L/rC;a>0 
implies R, < L/rC. 

The above inequalities define two 
straight lines in the impedance 
plane of the circuit parameters. The 
expression which results from the 
relation between a’ and § is more 
complicated. 


a 


a? < B implies 


a’? > 8 implies 


The choice of the inequalities and 
the sign of the radical depends upon 
the values of a and £8. 

These relationships are presented 
graphically in Fig. 2. R,/r and 
L/Cr* are dimensionless ratios of 
the circuit parameters introduced, 
in terms of the device parameters. 

From the results of the theoret- 
ical analysis it is possible to select 
the proper circuit parameters for 
any desired mode of operation. Al- 
though seemingly small attention 
was paid to the switch mode of op- 
eration in the foregoing analysis, 
this was only because the assump- 
tion of a small-signal model does 
not fit the switch mode of operation. 


Certainly the properties of the 
bonded NR diode are such that 
switch operation must be carefully 
examined. The bonded NR diode as 
presently fabricated exhibits switch 
speeds of 3 to 10 nsec or less. These 
speeds compare well with those 
achieved with Esaki diodes. Al- 
though the switch speeds obtained 
with present bonded NR diodes are 
less than those achieved with Esaki 
diodes, the power-handling capabil- 
ity of the bonded NR diode is sig- 
nificantly greater. A typical switch 
in operation produced a 32 x 10° 
watt output pulse across a 500-ohm 
load resistor from a 3 x 10° watt 
input pulse. In a sense, the device 
may be said to exhibit logic gain 
in that several more diodes could 
be switched from the output pulse 
of one such diode. One drawback to 
the operation of the device as a 
switch is the high holding current 
in the strongly conducting state, 
typically 20 ma. This compares 
rather unfavorably with the 0.1 ma 
to 5 ma for the Esaki diode switch. 


The shift in the dynamic or small- 
signal resistance of the diode in 
passing from the low-current to the 
high-current condition is quite 
dramatic, frequently from about 10 
kilohms to 3 ohm. The shift in the 
static or d-c value of resistance is 
not so pronounced, varying from 
about 10,000 ohms in the low-cur- 
rent state to approximately 590- 
1,000 ohms in the high-current 
state. Typical diodes have been 
switched repeatedly using pulses 
having durations as short as 3 
nsec, and by sinewaves at rates up 
to 20 Mc. The upper switching 
frequency limit of the devices has 
not yet been established. 

There are two attractive features 
of the bonded NR diode resulting 
from its being a current-controlled 
device. One is that the power in 
two or more signals referred to the 
same ground may be added in the 
device. The second is that a capac- 
itor is a natural partner to the 
bonded NR diode, providing both 
an easy means of charge storage 
and a ready current source. 

One of the first applications of 
this device to be tried was a simple 
pulse generator, consisting of a 
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capacitor connected in shunt across 
the diode and a d-c power supply. 
The circuit is shown in Fig. 3A, and 
the load line for proper operation 
of the device in Fig. 3B. The oper- 
ation of the device as a pulse gener- 
ator is achieved through the action 
of the capacitor. When the switch 
is initially closed all of the current 
flows through the capacitor. As 
charge is stored, the current flow- 
ing through the capacitor decreases 
and that flowing through the device 
This process continues 
until the capacitor charges so that 
the voltage across the diode exceeds 
slightly the value of the peak volt- 
age. The current through the diode 
now is the sum of the current from 
the d-c supply plus a varying cur- 
rent due to the capacitor discharg- 
ing through the circuit. This cur- 
rent increases until it reaches the 
steady value determined by the load 
resistor. The speed at which this 
process takes place, once past the 
peak voltage, is governed by the 
growing exponential function which 
was found for the case of load re- 
sistance less than the negative re- 
sistance, and not by the RC time- 
constant of the capacitor and load 
resistor. The current component 
due to the capacitor decays until the 
diode current is such that the device 
again presents a negative resist- 
ance. Another growing exponential 
function then switches the device 
back to a state of low current flow 
and the cycle repeats. 

The action of the pulse amplifier 
(Fig. 3C) is quite similar. The 
varying current supplied by the 
capacitor in the case of the pulse 
generator is now supplied by the 
input pulse. Input pulses of as little 
as 0.01 ma are sufficient to trigger 
typical devices. The d-c bias supply 
is chosen for monostable switching 
action along a load line that biases 
the device just slightly below the 
onset of the negative resistance 
region. While the pulse is on, the 
diode is held in the high-current 
region. As soon as the pulse is 
shut off, the diode current decays 
via a half-cycle oscillation to its 
low current state. The time re- 
quired to switch between these 
states is a function of the device 
and not of the input pulse. The 
amplifier has a tendency to “square 
up” the input pulses. 

Obviously, this amplifier is 
simply a fast-acting monostable 
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switch. The bonded NR diode can 
easily be operated as either a mono- 
stable or a bistable switch or gate. 
One such gating circuit was oper- 
ated as a bistable switch using in- 
put pulses of only one polarity (Fig. 
3D). This circuit utilizes the nega- 
tive-going spike due to average d-c 
level restoration, occurring on a 
pulse which passes through a capac- 
itor, as well as the capacitive dis- 
charge through the unit, to achieve 
such a mode of operation. When 
the first pulse arrives, the unit 
switches to the high-current state. 
The pulse is shut off before the 
magnitude of the capacitor current 
flowing through the unit falls be- 
low the magnitude of the negative 
spike on the trailing edge of the 
pulse. The capacitor value is chosen 
so that when the next pulse having 
a negative spike on the trailing 
edge arrives, the capacitor has dis- 
charged sufficiently that the nega- 
tive spike will cause the diode to 
switch back to the low-current state. 
If only one input is fed through a 
capacitor, only the pulses applied to 
this line will cause the diode to 
switch to the low-current state. 
Pulses applied to the device when 
in a stable state appear across the 
output resistor larger by a factor 
of three for the diode in the high- 
current state than for the diode in 
the low-current state in a typical 
circuit. Since the diode is current- 
controlled, gates of this type may 
be easily switched by using the sum 
of two pulses occurring coinci- 
dently. 
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FIG. 3—Pulse generator (A); load 
line for pulse generator (B); pulse 
amplifier (C); bistable switch (D); 
and oscillator (E) 


Oscillators using devices exhibit- 
ing fairly slow switch speeds were 
built. The amplitude of the oscilla- 
tions was found to decrease rapidly 
with increasing frequency. This 
behavior is qualitatively consistent 
with the model assumed, but not at 
all quantitatively consistent with 
the predicted frequency based upon 
the measured values of the device 
parameters. The theoretical predic- 
tion is based upon the assumption 
that the high-frequency cutoff is 
determined only by the shunting 
effect of the junction capacitance 
on the negative resistance and the 
series resistance. While this is the 
case with the Esaki and varactor 
diodes, it is evidently not so here. 
For a typical unit the best measured 
values of the device parameters 
were,.R = 200 ohms, — r = 1000 
ohms, C = 0.4 pf, and switch time 
= 24 nsec. These parameters indi- 
cate a cutoff frequency of approxi- 
mately 1 Ge from the condition that 
R, — r/1 + (raC)* = 6. 

In actual measurement the cutoff 
frequency of the device was about 
36 Mc. This low cutoff frequency 
cannot be explained on the basis of 
present physical models for the de- 
vice. The circuit used for the oscil- 
lator studies is shown in Fig. 3E. 
The highest frequency of oscillation 
achieved at Raytheon has been 
about 200 Mc. The power developed 
at this frequency was only about 
0.8 mw. Since a rough correlation 
between switch speed, 7, and maxi- 
mum frequency of oscillation /. has 
been found to be +r ~ 1/f., switch 
speeds of slightly better than 3 
nsec indicate that present devices 
should be capable of operation up 
to about 300 Me with correct cir- 
cuits. Such an oscillator having 
several milliwatts of output power 
at a frequency of 300 Mc has been 
reported.’ Oscillators at frequen- 
cies of a few Mc, well below f., have 
yielded powers as high as i90 mw. 

A recently published paper indi- 
sates that this type of device should 
be capable of extension to operation 
in the gigacycle region.° 


REFERENCES 
(1) A. H. Reeves and R. B. W 


Elec Comm, 82, 2, p 112, 1955 
) J. B. Gunn, Proc Phys Soc, B69, p 
1956. 

(3) A. F. Gibson 
Solid State Elec, 1, 

(4) R. W. Lade, 
Oct. 1960 

(5) J. E. Rosenthal, Bull Am Phys Soc, 
4, 422, 1959. 


Cooke, 


(2 
781, 


and J. R. 
1, p 59, 1960. 


Proc NAECON XVI, 


Morgan, 


electronics 





Obtaining Nondestructive Readout 


With Ferroelectric Memories 


Electrostatically operated memory stores bits of information in terms of bistable 


remanent polarization. Nuclear resistant memory element is an electromechan- 


ical filter of low output impedance and high output voltage. It is adaptable to 


random-access memories and can store data for long periods 


By ALVIN B. KAUFMAN, Litton Systems, Inc., Woodland Hills, Calif. 


HERETOFORE, IN RESEARCH where 
ceramic materials such as barium 
titanate have been used as memory 
elements, the element was used pri- 
marily as a ferroelectric capacitor. 
The square hysteresis loop of bar- 
ium titanate was considered prom- 
ising for such memory applications. 
However, the capacitor mode of op- 
eration, in general, produced a de- 
structive readout and this and 
other constraints have negated this 
element’s use for a computer mem- 
ory.' Furthermore, the single-crys- 
tal materials employed were difficult 
to handle and fabricate and, in use, 
did not display a high degree of 
reliability. 

Storing information is pivotal to 
the whole concept of the digital 
computer, and development of this 
art has resulted in numerous stor- 
age devices and associated write-in 
and readout techniques.’ Described 
here is a recently developed ferro- 
electric computer memory of much 
promise. 

Ferroelectric memories reported 
in the literature have usually em- 
ployed single crystal elements and, 
in all cases, have utilized the ferro- 
electric as a storage capacitor, 
wherein the state of the induced 
charge indicated the storage of a 
ZERO or ONE digit. These techniques 
have been reported on since 1952 or 
earlier and have not, to date, re- 
sulted in a commercially successful 
memory element.’ Apart from the 
difficulties of practical fabrication 
with single-crystal BaTiO,, there 
are inherent reasons for this. Ferro- 
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electrics, when used for capacitor 
storage of a digit, produce an out- 
put signal only upon interrogation, 
and the subsequent readout is de- 
structive of the stored information. 
This, then, requires special circuits 
for the rewriting of the destroyed 


digit. In addition, the ferroelectric 
capacitor is a two-terminal device 
that makes matrix selection with- 
out crosstalk difficult. It also pre- 
cludes practical noise cancellation 
circuit arrangements. 


A completely new approach, 


Silicone oil bath brings element above Curie point, followed by slow cooling 


while polarization voltage is applied 





which negates these difficulties in 
with the use of ferro- 
electric elements for computer logic 
and memory applications, has been 
developed for a fixed wing highway 
in the sky computer program. This 
monomorphic polycrystalline mem- 
ory cell has been designed as a four- 
terminal device, although it may 
also be used as a three-terminal 
device depending upon the matrix 
select scheme. Six-terminal mem- 
ory cells are utilized where it is 
desirable to perform logic in the 
memory. 

sarium titanate devices offer im- 
portant design advantages for 
hybrid computers, and are well 
adapted where a large capacity, 
nondestructive, random-access bit 


connection 





or word memory, might be required. 
The ceramic memory device re- 
quires less supporting circuits than 
the conventional core matrix and is 
less expensive from the standpoint 
of materials and fabrication. More- 
over, its output is volts rather than 
millivolts, as with core and thin 
magnetic film memory devices. 
Thus, it has the capability of di- 
rectly driving a multitude of diode 
or transistor gates. In addition, it 
is insensitive to magnetic field in- 
terference, is nuclear resistant, and 
the associated circuits are less sen- 
sitive to noise pickup. 

The barium titanate memory ele- 
ment consists of a polycrystalline 
material on which electrodes have 
been deposited in such a manner as 
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FIG. 1—Construction details of bimorph memory cell (A) and preliminary 
(B), modified (C), word (D) memory cells of the monomorphic type 
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to allow its functional use as a 
memory device. Its mode of opera- 
tion is similar to an electromechani- 
cal filter that is operated near or at 
its resonant frequency. 

Barium titanate exhibits three 
properties pertinent to the opera- 
tion of the memory. The first of 
these is the electrostrictive effect. 
When a piece of ferroelectric ma- 
terial is polarized and an electric 
field placed across it, the material 
is mechanically deformed by the 
electrical field. Conversely, if a 
mechanical stress is applied to the 
piece of polarized material, an elec- 
trical output is observed. This sec- 
ond property is the piezoelectric 
effect. The third effect exhibited 
by barium titanate is the retention 
of polarization when the external 
excitation is removed. This polari- 
zation may be reversed by a reverse 
applied field. 

The theory applied to the memory 
element follows. Both the electro- 
strictive and the piezoelectric char- 
acteristics of the material are util- 
ized. The memory cell is made in 
two parts. The first of these is a 
permanently polarized motor ele- 
ment, across which a pulse or sine 
wave of voltage is developed by a 
clock signal. Thus, with an applied 
sine voltage, the material expands 
and contracts at the clock fre- 
quency. The second part is the 
memory element itself, which is 
polarized (write) in one direction 
or the other by a large electrical 
field, and which is read from the 
remnant piezoelectric output. For 
the motor element to drive the mem- 
ory element, the two must be me- 
chanically coupled. 

The first configuration used in 
constructing a memory cell was a 
sandwich of two pieces of barium 
titanate, as shown in Fig. 1A. The 
pieces were silvered on both sides 
and bonded together with a silver- 
saturated Hysol resin. Leads were 
then attached with the same resin 
or with a low temperature alloy 
solder. This unit is referred to as a 
bimorph. 

The bimorph provided an experi- 
mental verification of the theory of 
memory but had two drawbacks. 
The first was the difficulty in manu- 
facturing the units. Secondly was 
that the maximum readout voltages 
were of the order of 5 to 75 mv. 
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To obtain higher readout voltages 
and provide a memory unit which 
was more easily constructed, the 
configuration in Fig. 1B was at- 
tempted. Output from this con- 
struction was an order of magni- 
tude higher, or from 0.5 to 5 volts. 
Mechanical coupling between the 
motor and memory elements is con- 
siderably better in this monomorph, 
or single-bar unit, and, hence, the 
higher output voltage. The im- 
proved resonance characteristics of 
this unit permit a wider range of 
clock frequencies. Optimum mate- 
rials can not be selected only on the 
basis of their suitability for the 
motor (electrostrictive) and mem- 
ory (piezoelectric) portions of the 
cell. A compromise material must 
be employed which exhibits useful 
piezo and electrostrictive charac- 
teristics.‘ 

The motor unit of the memory 
cell is polarized after construction 
by heating it above the barium 


titanate Curie point while approxi- 
mately 50-volts d-c is applied, fol- 
lowed by a slow cooling. 

To reduce the design complexity 
of a random-access memory by pro- 


viding isolation between the mem- 
ory and motor elements, the mono- 
morph construction was modified 
slightly to the configuration shown 
in Fig. 1C, using the identical ma- 
terials and techniques as in the 
original monomorph type. This 
newer type also operates satisfac- 
torily. 

The word-length ceramic memory 
cell, shown in Fig. 1D, is similar in 
construction and theory to the bit 
memory, but differs in that addi- 
tional bit pickoffs are used down 
the strip from the motor. The me- 
chanical propagation of the motor 
pulse down the strip excites each 
memory cell in turn, causing it to 
produce an output pulse whose 
polarity is a function of its previ- 
ous history. Thus, a serial word 
readout may be had for a single 
clock pulse. 

The memory cell motor element is 
driven by a sinusoidal clock gener- 
ator. A short pulse of 35 to 150 
volts d-e is applied to the memory 
element for write-in. Polarity of 
the write-in voltage determines the 
phase of the readout signal, refer- 
enced to the clock, and the phase of 
the readout signal defines the stor- 
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Assembling ceramic memory cells. Inset shows device details 


age of a digital ZERO or a digital 
ONE. 

A 16-bit matrix memory has been 
constructed to demonstrate ceramic 
memory feasibility. No attempt 
was made to miniaturize the mem- 
ory cells or the 16-bit matrix but, 
with the feasibility of this type of 
memory now established, it is ex- 
pected that miniaturization will be 
one of the major tasks for the near 
future. 

In its original form, an X-Y 
select scheme (shown in Fig. 2A) 
was employed, which allows selec- 
tion, for example, of any one bit 
of a 10,000-bit matrix with 200 
gates. If modified to an XYZ select 
scheme, only about 60 gates are 
needed. Unfortunately, both the 
X-Y and XYZ select schemes pro- 
duce a second-order effect, shown 
by the dotted line in Fig. 3A, which 
limits the maximum signal-to-noise 
ratio obtainable, both for the 
ceramic memory and, in certain 
instances, core matrices. Certain 
nonselected memory cells parallel 
the selected cell, as shown in Fig. 
3B. Depending upon the previous 


history of the paralleled series 
string of cells, the output signal 
may be seriously affected. More- 
over, the effect of write-in voltage 
on the selected bit is sufficient to 
affect the ZERO or ONE previously 
written into the second-order mem- 
ory cells. For these reasons, the 
X-Y select scheme has been re- 
placed with a linear-select mode 
until these problems have been 
solved. 

A clock frequency of 410 Ke is 
employed and write-in is performed 
at 150-volts d-c. A matrix readout 
gate is incorporated such that a 
stored ZERO produces zero output 
voltage and a stored ONE produces 
an output of approximately 5 volts 
peak in synchronization with the 
clock frequency. Two sets of 
switches simulate logic gating and 
select the memory bit into which, 
or from which, information is to 
pass. 

Clock power requirements are re- 
duced to a minimum by shunt- 
resonating the lumped memory cell 
capacitance, as shown in Fig. 2B. 
This technique reduces clock power 
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FIG. 2—In X-Y select scheme (A) clock power is reduced 
by shunt resonating cell capacitance (B) 


requirements by several orders of 
magnitude, as the cells no longer 
present a short-circuit path for the 
high-frequency clock. 

Although 
410 Ke 
upper 
cells 


a clock frequency of 
used, this is not an 

Individual memory 
been operated at fre- 

excess of one mega- 
cycle, but air abrasion trimming of 
the individual cells to a selected 
resonance range is necessary for 
high frequency operation. 

Literature research had indicated 
that the polycrystalline barium ti- 
tanate memory cell material would 
not deteriorate significantly in per- 
formance during or after nuclear 
exposure to a total integrated dos- 
age of 10" n per sq cm (E, > 2.9 
Mev) neutrons. However, it was 
deemed advisable to ascertain its 
characteristics as well as its elec- 
troding and assembly materials 
after irradiation. Several memory 
cells were subjected to irradiation 
but were not dynamically operated 
during irradiation. 

Postirradiation tests indicated 
that the test memory cells operated 
satisfactorily without significant 
degradation of performance. The 
ceramic memory cells were exposed 
to an environment of 55 C and an 
integrated dosage of 35. x 30” 
n per sq cm at energies greater than 
2.9 Mev accompanied by 8 10” 
ergs per gm (C) of gamma. The 
postirradiation characteristics of a 
ceramic memory cell are shown in 
Fig. 4. Clock excitation was ap- 
proximately 5 volts rms at 400 Ke. 
Write-in of a ZERO or ONE was at 
300-volts d-c (less voltage could 
have been used). Readout voltage 
was 0.75 v peak-to-peak for the ZERO 
digit and 2.2 v peak-to-peak for the 
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ONE digit. Readout nonsymmetry, 
though not unusual, is generally not 
this severe. 

The monomorphic memory cell 
has been constructed with equal 
size motor and memory elements 
(Fig. 5). This cell (Mod I) has 
sharply defined characteristics rela- 
tive to a usable range of clock-fre- 
quency variation. It will tolerate a 
+2 to 6-Ke shift in clock frequency 
based on definition of the cell’s out- 
put by phase reference to the clock 
drive. Conversely, a change in en- 
vironmental temperature, which 
modifies the cell’s resonant charac- 
teristics, limits the satisfactory 
range of environmental tempera- 
ture to about +5 to 10 F. If phase 
reference is ignored, this cell is 
usable over a wider frequency range 
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(~ 80 Ke.). Variation in clock fre- 
quency affects the phase relation of 
the output signal relative to a sinu- 
soidal clock. At cell resonance, the 
memory output is shifted 90 degrees 
with respect to the clock drive and 
these cells are normally operated 5 
to 10 Ke above resonance, at which 
point the clock signal and memory 
output are in phase.’ Where a pulse 
clock is used, such as is proposed 
with the word storage cell, the fre- 
quency constraint does not exist be- 
cause polarity gating, not phase 
gating, is employed. 

The output signal from a Mod I 
memory cell, where phase-gating is 
employed to define the storage of a 
ZERO or ONE, is shown in Figure 5D 
and 5E. Vertical axis scope sensi- 
tivity is 2 v per div for the upper 
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FIG. 4—Postirradiation test of readout for ONE (top) and ZERO (bot- 
tom). Horizontal scale is 1 usec per div 
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FIG. 5—Typicel cell configurations are shown in (A), (B) and (C). 
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Out- 


put for Mod I cell for ZERO ¢(D) and ONE (E) 


traces and 10 v per div for the 
lower traces (clock). The oscillo- 
scope presentation reveals a ZERO 
output signal of 0.8 v and a ONE 
output of 5.2 v. The ZERO output is 
an artifact in the memory matrix, 
and is not due to the cell. Cell out- 
put impedance is approximately 
1,000 ohms and clock frequency is 
about 400 Ke. The ONE output sig- 
nal shows that the negative spikes 
are not in perfect phase synchroni- 
zation with the clock motor drive 
signal. 

To improve temperature environ- 
ment characteristics and lower 
clock frequency dependence, several 
new geometries of cell configura- 
tions were constructed and tested. 
Two are shown in F'¢. 5B and 5C. 
The Mod II and III cells employ a 
ratio between the motor and mem- 
ory elements of about 4 to 1. Using 

clock phase-referenced gate, the 
Mod II cell clock frequency (about 
400 Kc) may be varied +2 to 6 Ke 
with no impairment of memory cell 
readout. This offers no improve- 
ment over the Mod I memory cell, 
but does result in a cell with two 
major resonant points (400 Ke and 
900 Ke for one selected cell). The 
Mod II cell appears worthy of fur- 
ther study because of indications 
that slight modifications in the 
geometry may produce operation 
over wider temperature environ- 
ments. The Mod III cells tested to 
date resonate at approximately one 
megacycle. 

Complete evaluation of the Mod 
II and III cells is not finished. The 
sample lots constructed were not 
sufficient in magnitude to certify 
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that the results noted are 
pletely representative. 

Memory cells are constructed 
from diced slabs of polycrystalline 
barium titanate, fully silvered on 
both sides. The silver is etched 
away on each side to form the motor 
and memory elements, and the lead 
wires are then attached to the cell 
with a silver-saturated, tin-lead 
solder. 

Placement and stiffness of the 
lead wires, as well as the physical 
size and characteristics of the cell 
material, determine electromechani- 
cal resonance and no two cells have 
exactly the same resonant fre- 
quency. This offers no problem 
when the operation of one cell is 
considered, but the operation of a 
multitude of cells is severely ham- 
pered by this lack of uniformity. 
Two alternative approaches are pos- 
sible; the first is to select nearly 
similar resonant cells from a large 
production run of cells. This ap- 
proach has been used to date but, 
unfortunately, no gaussian curve of 
distribution has been found, with 
the result that the yield of usable 
matrix cells has been too low to be 
practical. Moreover, this technique 
of cell selection is not feasible 
where a preselected clock frequency 
is desired. 

A better approach is to use an 
air abrasion system to tailor each 
memory cell to an exact and pre- 
selected resonant frequency. Pro- 
cedures and techniques for this are 
similar to transmitting-crystal fre- 
quency adjustment. Instead of a 
grinding action, where thickness is 
modified, the length or width of 


com- 


the memory cell is reduced until it 
is operating at the preselected res- 
onant frequency. The equipment 
supplies sand blast action that is 
suitable for etching or cutting 
brittle materials such as barium 
titanate. Although ultrasonic ma- 
chining could be employed, it is not 
suitable because it does not permit 
trimming to resonance while the 
cell is operating. In practice, most 
of the Mod I cells resonate between 
approximately 350 to 420 Ke and 
all of these would be tailored, for 
example, to 450 Ke. Since the leads 
are attached before trimming, the 
cells are in a completed form, thus 
eliminating lead attachment geome- 
try and stiffness as contributing 
factors. 

Additional research is required 
to produce the optimum ferroelec- 
tric memory cell. There are two 
variables dealing with the material 
itself: the types and concentrations 
of chemical impurities and the fir- 
ing cycle. 

A second area for investigation 
concerns the geometry of the mem- 
ory element. The geometric varia- 
bles are shape, size and _ vibra- 
tion mode. For example, disk con- 
figurations will be tried and com- 
pared with the bars now being used. 

In addition, research is needed to 
determine the feasibility of taking 
the raw material and doping half of 
it to construct a motor element that 
will exhibit improved electrostric- 
tive properties, and doping the 
other half to construct a memory 
element that will exhibit improved 
piezoelectric properties and ease of 
switching. 

The work described was _ sup- 
ported by ANIP (Army/Navy In- 
strumentation Program) under 
Navy Contract Nonr 1076(00). The 
Litton research was performed un- 
der a subcontract to Douglas Air- 
craft Co., Inc. 
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Feedback Amplification Improves 


Two major shortcomings of the Hall-effect multiplier are overcome by 


using a feedback amplifier to drive the field coil current in phase with 


the input signal and by adding a d-c component to the field coil signal 


QUTPUT (VOLTS) 


H {AMPS} 


FIG. 1—Generation of Halli voltage (A); basic Hall-effect device (B); Hall voltage as a function of mmf for a fixed 
value of current through indium arsenide crystal (C); and the magnetic circuit of the conductor and coil device used 


in work discussed in text (D) 


A POTENTIAL difference is developed 
across a current-carrying conductor 
when the conductor is placed in a 
magnetic field, as shown in Fig. 1A. 
This is the well-known Hall effect. 
The voltage FE, that appears across 
the terminals can be shown to be 
1.18 pl, B, 

oz Veil 


E, = (1) 


for a semiconductor, where yz is 
electron mobility and o is conduc- 
tivity.. Since the Hall voltage is 
directly proportional to the product 
of J,, current through the conduc- 
tor, and B., applied field, the effect 
can be used to take the product of 
two signals if the signals control I, 
and B.. Figure 1B shows a con- 
figuration of a Hall-effect device. 

Choice of conductor material is a 
primary consideration. Equation 1 
shows that a material with high 
electron mobility and low conduc- 
tivity is desired for a large Hall 
voltage output. Some semiconduc- 
tor materials have these properties. 
Indium arsenide has 
mobility about 850 times that of 
copper, while indium antimonide 
has a mobility 2,400 times that of 
copper. However, the ratio of the 
mobility to conductivity of indium 
antimonide is severely temperature 
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an electron . 


sensitive, while that of indium ar- 
senide stays constant over the tem- 
perature range from minus 65 to 
plus 75 degrees C. Thus indium 
arsenide is preferable. 

The magnetic configuration is 
also important. The semiconductor 
material is placed in the air gap of 
the magnetic circuit. The air gap 
helps to linearize the magnetic cir- 
cuit, but also requires a larger mmf 
to attain the desired B field. Thus, 
the gap is made as small as possible, 
equal only to the thickness of the 
semiconductor plate. Equation 1 
shows that the thinner the semi- 
conductor, the higher the Hall volt- 
age. The power capability of the 
element is also inversely propor- 
tional to the thickness of the semi- 
conductor, because the internal re- 
sistance is inversely proportional to 
the cross-sectional area. The min- 


FIG. 2—Feedback amplifier circuit 


imum thickness is, however, limited 
by mechanical considerations and 
dictates the minimum air gap.’ 

The conductor and coil device 
used in the work covered here was 
the model MC-4 Halltron magnetic 
circuit, built by the Ohio Semicon- 
ductor Company. The conductor is 
a crystal of indium arsenide. The 
core material can be driven to linear 
flux densities of well over 10 kilo- 
gauss. This enables a fairly high 
output Hall voltage to be produced. 
Figure 1C shows the output Hall 
voltage as a function of the mmf of 
the magnetic circuit for a fixed 
value of current through the semi- 
conductor crystal.* 

The MC-4 has a coil with two 
windings. Their inductance is 60 
mh when connected in parallel. 
Coil resistance is 4 ohm; self-reso- 
nant frequency is 104 Ke. The mag- 
netic circuit is shown in Fig. 1D. 
The semiconductor crystal has a 
resistance of about 1.2 ohms at the 
current input terminals, and a re- 
sistance between the output ter- 
minals of about 0.8 ohm.’ The aux- 
iliary winding nulls out the voltage 
induced in the output leads by the 
changing field. 

Assuming a linear magnetic cir- 
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Hall-Effect Multipliers 


cuit such that B., the field, is given 
by 
B, = Kl, (2) 
where /,, is the current through the 
coil, then 
E, = K’ I,1,, (3) 
Thus the Hall-effect circuit multi- 
plies currents, but in most applica- 
tions it is desirable to multiply 
voltages. Since the semiconductor 
crystal is practically a pure resist- 
ance, it is not difficult to drive 
through it a current that is in 
phase with the signal voltage. 
Hence the output Hall voltage wil’ 
be directly proportional to the vol 
age applied to the crystal. G>ner- 
ally a series resistance will be re- 
quired to make the chanes in 
resistance of the semicondrctor 
with temperature and magueti: 
field have a negligible effect on tlie 
total load. Since currents up to 500 
milliamperes through the crystal 
are desired, some power amplifica- 
tion will be needed in the driving 
circuits. 

The coil generating the mag- 
netic field presents a more difficult 
problem. If a voltage signal is ap- 
plied to the terminals of the coil, 
the current through the coil will 
lag the signal voltage by almost 
90 degrees, because the circuit is 
inductive at high frequencies. The 
output Hall voltage will then be the 
product of signals which appear at 
the input at different times, and in 
most applications, with time-vary- 
ing signals, this would be undesir- 
able. 


One method of minimizing the 
phase shift between the signal volt- 
age applied to the field coil circuit 
and the coil current is to place a 
large resistor in series with the 
coil. However, this method has 
limitations. If there is a maximum 
signal voltage that can be produced, 
and a maximum current desired 
through the coil, the maximum re- 
sistance that can be placed in series 
with the inductor can be deter- 
mined. If a transistor amplifier is 
used as an input, the maximum 
voltage achievable at the output is 
limited by transistor breakdown 
voltage, which is about 100 volts. 
‘or the MC-4 multiplier, a coil cur- 
veut of up to one-half ampere is de- 
ired. The maximum resistance 
vhich can be placed in series is then 
about 200 ohms. 

For the phase shift to be small, 
wL/R should be less than 1/10. 


R 
o" Bi @) 
Thus where » is the maximum 
value of angular frequency. In the 
parallel connection L = 60 mh, and 
w 200 /2x 


Jm = OF = F0- 60+ 102 


= 53cps (5) 
This is the maximum frequency at 
which one-half ampere can _ be 
driven through the coil with a 
phase shift of less than about five 
degrees, if amplifiers are used 
whose peak output voltage is about 
100 volts. 

To drive the current through the 
coil in phase with the signal volt- 
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age, while keeping the series re- 
sistance as small as possible, a 
feedback amplifier circuit such as 
in Fig. 2 can be used. 

If no load current passes through 
the feedback connection, then 


VR 


7 R + jol. 


(7) 
Assuming an amplifier gain, A, 
V.=A(V 
Substituting for V, in Eq. 8 from 
Eq. 7 and for V, from Eq. 6 
i 
R(1+1/A) +j 


i - Vy) (8) 


J] = 


wh 


A 
V3 

R + jol/A 

From Eq. 10, the feedback is shown 
to reduce the magnitude of the re- 
actance by the magnitude of the 
open-loop gain of the amplifier. If 
the same criteria is used for the 
phase shift, X,/R less than 1/10, 
then 


J] = (10) 


QufL/A 
KR 


RA 
2rL-10 
Equation 12 gives the frequency 
limit at which the signal voltage 
and coil current will be approxi- 
mately in phase. At this frequency 
the phase shift is 5.8 degrees. For 
A = 1,000, R = 25 ohms, and L = 


In = (12) 














(A) 














(B) 





FIG. 3—Feedback amplifier used to drive field coil (A), and amplifier used to drive the current through the semicon- 
ductor plate (B) 
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FIG. 4—Plot of phase shift be- 
tween coil current and signal volt- 
age of the amplifier connected in 
the feedback configuration (A), and 
percent total harmonic distortion in 
the coil current (B) 


60 millihenries, Frequency is 


0.1 ¢ 25 « 1,000 


= = 6.65 Ke 
In Qn 60+ 10° 3.65 Ke 


(13) 


If the limit of the peak voltage 
of the driving amplifier output is 
again taken to be 100 volts, then 
the highest frequency at which 
500-ma peak current can be driven 
through the coil is simply that 
frequency at which 27fLI] = 100, 
or 


100 


i, = = 
: 2x ¢ 60+ 107% - 0.5 


= 530 cps (14) 


If higher frequencies are to be 
multiplied, the coil current must be 
kept proportionally smaller and 
lower Hall voltages will occur. In 
most waveforms, however, the 
higher frequency components are 
smaller and they can be accommo- 
dated. This is especially true where 
integrators are used in analog com- 
puter equipment, since the integra- 
tion acts to smooth the waveform. 

In most multiplier applications, 
d-c as well as a-c signals must be 
accommodated. Thus, the driving 
amplifiers should be d-ce coupled. 
No current should pass through 
the load, either the coil or the semi- 
conductor crystal, 
signal. To 


when there is 
no input 


this, a 


accomplish 
circuit with 
matched pairs of pnp and npn tran- 
sistors was used. 

The diagram of the 
feedback amplifier used to drive the 
field coil is shown in Fig. 3A. The 
transistors of the stages 

matched for 
current gain, 


balanced 


schematic 


each of 
approximately 
common emitter 


are 


54 


h,,. Some of these transistors have 
breakdown voltages near 30 volts. 
Thus, supply voltage was limited to 
30 volts. 

The 0.001-uf capacitance in par- 
allel with the coil prevents high- 
frequency ringing. Within the 
range of frequencies where the 
phase shift can be kept small (up 
to about 7 Kc) the reactance of this 
capacitance is so large that it has 
a negligible effect on the phase 
shift. 

Figure 4A, a plot of the phase 
shift between coil current and 
signal voltage of the amplifier con- 
nected in the feedback configura- 
tion, shows that the feedback cir- 
cuit keeps the coil current in phase 
with the signal voltage over the 
frequency range from 0 eps to 
about 7 Ke as predicted by Eq. 13. 
Figure 4B shows the percent total 
harmonic distortion in the coil cur- 
rent. This distortion is less than 
1.5 percent over the useful fre- 
quency range. 

The circuit diagram of the am- 
plifier that drives the current 
through the semiconductor plate 
is shown in Fig. 3B. With this am- 
plifier, the current remains in 
phase with the signal over a fre- 























FIG. 5—Method for eliminating the 
voltage induced in the crystal out- 
put leads 


FIG. 6—Hall output voltage plotted 


against d-e voltages applied to 
driving amplifiers 


quency range from 0 cps to above 
20 Ke. Distortion is less than one 
percent over the entire range. 

There are several factors that 
obscure the output voltage from the 
multiplier. One of these is an in- 
duced voltage in the output leads 
of the crystal (these leads form a 
closed loop in the field set up by 
the current through the field coil). 
Another is the common-mode sig- 
nal impressed upon the Hall volt- 
age with respect to one end of the 
crystal. This common-mode signal 
occurs because one end of the crys- 
tal is at ground potential, with the 
output leads connected to equipo- 
tential points on opposite sides of 
the crystal. The potential of the 
output leads above ground is the 
common-mode signal, and is there- 
fore proportional to the signal volt- 
age to the crystal driver. 

In addition, an output voltage 
may exist at zero field. This volt- 
age (null voltage) is due to the 
fabrication difficulties encountered 
in connecting the Hall output leads 
to the crystal. The magnitude is 
proportional to the crystal current, 
hence to the signal applied to the 
crystal driver, and depends on how 
closely the output leads are con- 
nected to equipotential points on 
opposite sides of the crystal.’ In 
the MC-4, the magnitude of this 
voltage at 400-ma peak current 
through the crystal is about 0.7 mv 
peak. 

To eliminate the voltage induced 
in the output leads of the crystal, 
a portion of the voltage induced in 
the auxiliary winding (shown in 
Fig. 1D) is connected in series with 
the output voltage in such a po- 
larity as to null the induced volt- 
age in the leads (see Fig. 5). Ad- 
justment of this voltage reduces the 
amount of induced voltage in the 
output to about 0.14 mv peak-to- 
peak when a signal of 30 volts peak- 
to-peak at 1,000 cps occurs across 
the coil. This voltage stays less 
than 0.5 mv peak-to-peak with 30 
volts peak-to-peak across the coil 
over the entire frequency range of 
the multiplier. 

In most multiplier applications, 
it would be desirable to refer the 
output voltage to ground. The out- 
put has impressed upon it a com- 
mon-mode signal which is, at best, 
of magnitude equal to the desired 
signal, and may be many times 
larger than the desired signal if 
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FIG. 7—Typical data for a-e vs a-c multiplication (A). Phase shift between signal applied to coil driver and output 
Hall voltage with 100 ma d-c in the crystal (B) 


the signal applied to the coil driver 
is small. Thus, to refer the output 
signal to ground, a difference ampli- 
fier with a high common-mode re- 
jection is needed. A _ difference 
amplifier with a common-mode 
rejection ratio of 10,000 to 1 was 
connected across the output termi- 
nals in Fig. 5 and was used to take 
data. 

Common-mode signals may be 
further reduced, and the null volt- 
age may be cancelled, by applying 
a small d-c input to the coil in addi- 
tion to the signal being multiplied. 
The input to the coil driver then be- 
comes E,.. + E, cos wt; and if the 
signal applied to the crystal driver 
is E, cos wt, the output of the dif- 
ference amplifier will be 


Eour=K, (Ea-c+F cos wt) E2 cos wot + 

Ky E, cos wet (15) 
where K.E, cos wt is the common- 
mode signal in the difference ampli- 
fier output plus the null voltage. 
Expanding Eq. 15, 


Bout = K, (Ea-- E2 cos wet) + 

K, E, Es cos at cos wet + 

Ky» Ez cos wot (16) 
Desired output of the multiplier 
is the product term only, K,E,E, 
COS w,t cos w.t, since this is the prod- 
uct of the two inputs. If —K,E,, = 
K, only the product term will 
appear in the output. Thus, the lack 
of common-mode rejection in the 
difference amplifier, and the pres- 
ence of a null voltage, can be com- 
pensated for by a small d-c voltage 
added to the input signal to the 
field coil driver, and high common- 
mode rejection is then not neces- 
sary. 

All data on the output Hall volt- 
age was taken with sufficient d-c 
added to the field coil current to 
achieve good common-mode rejec- 
tion and to compensate for the null 
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voltage. With the same frequency 
signal applied to both the field coil 
driver and the crystal driver, the 
output was proportional to the 
products of these inputs. That is, 
the output contained an a-c signal 
of twice the frequency of the input 
signals, and a d-c component of 
equal magnitude to the peak value 
of the a-c output. This is exactly 
the output .hat should be expected 
from a multiplier, since 

(EF, cos ant) (E2 cos ait) = BE, Ee cos? wt 

= aes E\E: cos 2 at 

A wave analysis of the output re- 
vealed a term of cos wt at 40 to 50 
db down from the cos 2,t term, de- 
pendent upon the care exercised in 
the adjustment of the d-c current 
through the field coil which was 
used to enhance the common-mode 
rejection. 

When different frequencies were 
applied to the two inputs, 4,000 cps 
to the crystal driver and 1,500 cps 
to the field coil driver, the output 
contained only the sum and differ- 
ence frequencies, 5,500 cps and 
2,500 cps, as would be expected. A 
frequency analysis of the output 
waveform showed for inputs of 0.34 
volt rms at 1,500 cps to the coil 
driver and 2.5 volts rms at 4,000 cps 
to the crystal driver, the output at 
1,500 cps was 0.8 mv rms or —60 
db; at 2,500 cps was 1.03 v rms or 
+2.5 db; at 4,000 cps was 0.7 mv 
rms or —61 db; and at 5,500 cps 
was 1.03 v rms or +2.5 db. 

Figure 6 shows the Hall output 
voltage as a function of the d-c 
voltages applied to the driving am- 
plifiers. The multiplier is linear. 
The linearity of a-c against d-c mul- 
tiplication was found to be linear 
within five percent over the range 
of frequency inputs. 

Some typical data for a-c against 


(17) 


a-c multiplication appear in Fig. 
7A. An a-c signal from the same 
source was applied to both inputs, 
and the a-c output of the multiplier 
was measured. Because of the mul- 
tiplication, the output frequency is 
twice that of the input. The linear- 
ity of multiplication was checked at 
both 200 and 1,000 cps, and the re- 
sults were found to be the same at 
both frequencies. 

Figure 7B shows the phase shift 
between the signal applied to the 
coil driver and the output Hall volt- 
age with a current of 100 ma d-c 
in the crystal. The phase shift is 
dependent on the adjustment of the 
bucking voltage. Here, the bucking 
or quadrature voltage was adjusted 
for a null in the output voltage at 
1,000 eps with the crystal open- 
circuited. The phase shift under 
these conditions is less than five de- 
grees at frequencies up to 4,000 
cps. The distortion of the output 
voltage under these conditions was 
2 percent or less with sufficient 
magnitude of signal to avoid meas- 
uring noise. 

The phase shift between the ap- 
plied signal to the crystal driver 
and the output Hall voltage with 
100 ma d-c in the coil was also 
studied. This phase shift was less 
than four degrees over the fre- 
quency range of the test oscillator, 
from 20 cps to 20 Ke. The distor- 
tion in the output signal under 
these conditions was less than 1 per- 
cent over the frequency range. 
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Measuring Transient Light With 


When using vacuum phototubes to measure transient light, precautions are 


relationship. This article discusses the problems involved. For many tests, 
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FIG. 1—Measuring circuit illus- 
trates the problems of achieving 
linear light-current relationship 


OF THE many different light-detect- 
ing devices, the vacuum phototube 
appears best for measuring tran- 
sient light, since a linear current- 
light relationship is possible, 
whereas with photovoltaic and 
photoconductive devices there are 
undesirable nonlinear and thermal 
effects. Even with a vacuum photo- 
tube, certain circuit conditions 
must be maintained on the photo- 
tube to achieve a linear light-cur- 
rent relationship. 

In the measuring circuit of Fig. 
1, for example, the anode voltage, 
é,, must be greater than some mini- 
mum value depending upon the 
light. With a given light flux, L,, 
on the cathode, the current output, 
i,, is a function of the anode volt- 
age up to the saturation value, as 
shown in Fig. 2A. Then as the volt- 
age is increased the current does 
not change appreciably, correspond- 
ing to the linear region where out- 
put current is proportional to light 
flux. The phototube must be used 
where this saturation current con- 
dition exists if the current is to be 
a calibrated measure of light. 

Incident daylight on a surface 
perpendicular to the sun’s rays is 
approximately 10,000 lumens per 


56 


square foot. The curve marked 
L, in Fig. 2A is for three times 
daylight. With a more intense light, 
L, or L, (5 and 7x daylight), a 
higher voltage is required to reach 
the saturation value. Saturation 
current can be _ plotted against 
anode voltage by using a series of 
different intensities of light. 

The anode voltage requirement 
must include the influence of the 
electrical load. In Fig. 1, light on 
the phototube causes current to 
flow, resulting in a resistive drop or 
out-put voltage, e,, across the load 
resistor, R,, thus reducing voltage 
across the tube. As R, is increased 
for more output, e, drops. This 
anode voltage should never decrease 
below that required for saturation 
current, since the current-light re- 
lationship will not be linear. In 
Fig. 2A, for example, for the curve 
marked R = 20,000 ohms, output 
voltage is almost the same value 
with L. and L,. However, if resist- 
ance is decreased to 1,000 ohms, 
the useful linear relationship is re- 
established but with a reduction of 
output, e,. For the larger resist- 
ance, E,,, should be increased until 
the intersection of the load line 
with the L, curve falls on the satu- 
ration current corresponding to L,. 
One can test the linearity of a 
phototube system by increasing the 
supply voltage or by increasing the 
light. In the first case, the output 
should remain constant whereas 
in the second, the output should be 
proportional to the light if the sys- 
tem is linear. 

In measuring the rapidly chang- 
ing light output of a flashlamp as 
a function of time, voltage across 
the load resistor in series with the 
phototube will be proportional to 
the light incident upon the cathode. 
A cro displays the signal with a 
time sweep across the screen. 

A limitation encountered with 


transient light is the time constant 
of the light measuring circuit, in- 
cluding: the load resistor, R,, in 
parallel with all the capacitance, C, 
(Fig. 1), due to the cro input leads, 
phototube and circuit wiring. The 
time constant is the R-C product 
in seconds. 

Consider a one-megohm load re- 
sistor connected to an oscilloscope 
that has an input of twenty pico- 
farads, and a circuit capacitance of 
thirty picofarads. The time con- 
stant is fifty microseconds. If this 
circuit records the light from a 
one-microsecond pulse of light, an 
erroneous result will be obtained. 
The circuit will act as an integrator 
during the light flash, followed by 
an R-C exponential discharge of 
the capacitances through the load 
resistor. The oscilloscope will dis- 
play the time constant (50 micro- 
seconds) of the measuring circuit 
if the flash of light is short com- 
pared to the time constant. 

The circuit time constant must 
be smaller than the flashlamp light 
decay time if the light measure- 
ments are to be meaningful. The 
time constant should be about 0.1 
microsecond. This calls for a load 
resistance of 2,000 ohms, with a 
correspondingly lower output volt- 
age. 

Now the photo tube must pro- 
duce abnormally large currents if 
the output is to be increased. When 
this is done the knee of the curve 
extends further into the linear por- 
tion requiring a high value of E,, 
to insure linearity. A phototube 
such as the RCA-929 can be used 
with 600 volts on the anode, and 
with peak currents of 10 to 20 mil- 
liamperes. In Fig. 2B, where this 
phototube is used, minimum time 
constant is 15 nanoseconds with 
R, = 100 ohms. For higher volt- 
ages than 600, tubes such as the 
RCA-935 are preferable. 
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Vacuum Phototubes 


required to achieve a linear current-light 


light readings are made directly on a cro 


One phototube circuit used at 
M.I.T. for measuring fast flashing 
lights has 2,000 volts on the anode 
of a 935 tube, and a 100-ohm load 
resistor. The time constant is about 
10 nanoseconds, which is about the 
limit of time measurement of many 
oscilloscopes. 

For light measurements, photo- 
tube sensitivity is a function of the 
spectral character of the light to 
be measured. Various spectral re- 
sponse curves are available and are 
specified as S-1, S-4, S-1l1. (See 
RCA manual for surface character- 
istics.) The S-4 photoelectric sur- 
face is stable and sensitive but it 
has low sensitivity in the red por- 
tion of the spectrum. When a match 
to the eye visibility curve is de- 
sired, this lack of red sensitivity is 
serious. 

A good match of the eye visibil- 
ity curve can be achieved by using 
a Wratten 106 filter with an S-4 or 
S-5 surface (with a drop in sensi- 
tivity to daylight of about 7 to 1). 
If the phototube sensitivity curve 
is desired to match the photo- 
graphic spectral sensitivity of films, 
especially blue-sensitive emulsions, 
then the phototube with the unfil- 
tered S-4 surface is ideal. 


Ry, = 10K 


NONLINEAR REGION ,7 LINEAR REGION 
4 = IK 
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Direct calibration with a known 
continuous light source of a photo- 
tube with high voltage on the anode 
and a low value of load resistance 
is difficult and may be inaccurate 
due to destructive thermal effects. 
However, with a flashlamp whose 
output is known, readings can be 
compared. 

Xenon flashlamps are useful for 
calibration since their output is 
consistent in value, and in color 
distribution, if the voltage and ca- 
pacity are controlled. One such 
flashtube is the FX-1 of EG&G 
(Edgerton, Germeshausen & Grier) 
whose characteristics have been 
measured over wide input condi- 
tions. For example, a flash from 
100uF charged to 1,000 volts has 
a peak output of one million hori- 
zontal candle power in a direction 
at right angles to the lamp. 

The light energy incident on the 
cathode, if the lamp and phototube 
are spaced greater than 6 feet 
apart, is L = (HCP/D*) (A.) 
where L = incident lumens enter- 
ing phototube, HCP = horizontal 
candle power of lamp, D = lamp to 
phototube distance, and A. = effec- 
tive area of phototube cathode ex- 
pressed in the same units as D’, 
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For this time-intensity trace, a 
100-uF capacitor charged to 1,400 
v was discharged into an EG&G 
type 100 flashlamp. Peak output, 6 
million candle power; duration, 72 
microseconds 


Suppose the sensitivity, S, of the 
phototube (929 of Fig. 2B) is 116 
wa per lumen with xenon-colored 
light, then the peak output current 
ist, = (HCP) CA.) (S). = 
(10°) (3.52 x 10°) (116 x 10°), 
D* = 0.407/D* where i, is in am- 
peres, and D is in feet. 

Peak output voltage is: €. ,. = 
(Ri) (4, pear) = 0.407 R,/D* where 
e, is in volts, R, is in ohms and D 
is in feet. 

When many tests are to be made, 
it is convenient to arrange D, R, 
and an optical filter so that the de- 
flection on the oscilloscope is an in- 
tegral number of light units. Then 
the light readings can be made di- 
rectly from the oscilloscope. The 
phototube is moved back and forth 
until D is the correct value to make 
a peak deflection of one marker 
unit on the cro screen. For an un- 
known flashlamp at the same dis- 
tance, the peak light can be then 
reed directly from the oscilloscope 
screen in millions of candle power. 
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FIG. 2—Average volt-ampere characteristics of 929 phototube for different light flux densities (A). Xenon flash light 
has svectral energy distribution corresponding to daylight. Schematic for a-c operated light-measuring device for use 


with oscilloscope (B) 
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Search- Radar Analog Simulator 
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THE GROWING use of evaluators, 
simulators and training aids has led 
to a large variety of such equip- 
ment. The simulator spectrum 
ranges from devices whose primary 
aim is achieving a subjective simi- 
larity to practice runs by fighters 
on bombers and to other real life 
situations. Such systems are mainly 
used as training aids. At the other 
extreme of this hypothetical spec- 
trum are abstract mathematical 
models, in which the generated sig- 
nals or displays bear no resem- 
blance whatsoever to real life. Such 
devices are used ordinarily as de- 
sign tools and solvers of theoretical 
problems. 

Both approaches have _limita- 
tions. For example, a device of the 
first type, superficially life-like in 
presentation but actually synthetic, 
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may present to the trainee a chal- 
lenge different from that encount- 
ered under field conditions. If his 
reactions and his operation of con- 
trols are unnatural, he will be de- 
trained rather than trained. Limi- 
tations are also observed with 
mathematical models, since the re- 
sults obtained are only as valid as 
the formulating hypotheses. Often 
conclusions diametrically opposed 
to actual results are obtained, indi- 
cating serious errors in assump- 
tions. 

This article describes an opti- 
mized simulator, based upon a com- 
bination of the more desirable fea- 
tures of these design philosophies, 
which tends to avoid the pitfalls in- 
herent in either. The approach is 
based on synthesizing, to a high 
degree of accuracy, the signals in 
a real-life situation. By generating 
actual signals, the need for mathe- 
matical models is eliminated. At 
the same time, since these signals 
occur in real time and at real power 


levels, a high degree of realism is 
achieved. It is undesirable to gen- 
erate the actual transmitted power 
levels (megawatts); however the 
dynamic range of received power is 
faithfully synthesized. The signals, 
generated at i-f frequency, consist 
of the complete electronic environ- 
ment of an overall field configura- 
tion, including a radar system 
equipped with cem devices and 


‘targets carrying jamming equip- 


ment. In addition, a comprehensive 
data handling and display section is 
provided. Any one of a wide variety 
of radars, such as search, mono- 
pulse, conical scan and bistatic may 
be simulated. Electronic counter- 
measures simulation includes bar- 
rage and spot jamming, swept fre- 
quency jammers of various speeds, 
false target generators, range gate 
capture deception generators and 
others. 

A starting point in analyzing the 
factors affecting target realism is 
the radar equation expressing the 
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Radar target generator 


closely simulates the returns 


that would be received 


in a real life situation. 


Signals at i-f frequency are 


injected into a real radar set. 


Scintillation and 


jamming signals are included 


Typical ppi display generated by the simulator under noise jamming 


Reproduces Jamming, Scintillation 


power at the receiver as a function 
of target and radar parameters 


P,G2 No 


Prec = (49)3 Rt 


where P, = radar peak power out- 
put, G, = radar antenna gain, A 
wavelength, R = target range and 
o = target cross sectional area. 
Antenna gain, G,, is the gain in 
the target direction and is a func- 
tion of radar azimuth and elevation. 
Cross-section o is the composite ef- 
feet of target size, aspect and scin- 
tillation. The 1/R* factor includes 
range attenuation on the outbound 
and return legs of the radar-target 
path. All other parameters are 
fixed for a radar and may be treated 
as a power-level calibration. 
Figure 1 is a simplified diagram 
of the target generator. The posi- 
tion of the target relative to the 
radar site is generated in the target 
The target 
is maneuvered by controlling turn 
rate, airspeed, and climb and dive 


coordinate generator. 
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rate. Primary outputs are azimuth, 
elevation and slant range, gener- 
ated as shaft positions. Synchros 
and potentiometers on the shafts 
transmit coordinate information to 
other modules. The antenna posi- 
tion generator consists of two servo 
loops simulating antenna azimuth 
and elevation. Antenna scan rate 
is variable from 3 to 30 rpm. A 
manual control provides antenna 
tilt adjustment. The azimuth pat- 
tern generator computes the azi- 
muth angle of the target relative to 
the main lobe of the antenna, using 
synchro information obtained from 
the target coordinate generator and 
The 
value of the radar antenna pattern 
in the target direction is computed 


antenna position generator. 


as a d-c analog, employing an elec- 
tromechanical function generator 
of high resolution. Main and side- 
lobe coverage over 360 degrees is 
included. 

D-c voltages proportional to tar- 
get and antenna elevation are ap- 


plied to the elevation pattern gen- 
erator, where the value of the 
antenna elevation pattern in the 
target direction is computed. A 
diode function generator generates 
the cosec*® pattern of search radars. 
The two-way range attenuation 
function, 1/R', is obtained as a d-c 
analog from a profiled potentiom- 
eter on the target-coordinate gener- 
ator slant-range shaft. Variations 
in target size due to the angle of 
observation are obtained as a func- 
tion of the angular difference be- 
tween target azimuth and heading 
(aspect angle) in the target aspect 
generator. Aspect angle is trans- 
mitted to this unit in synchro form 
from the target-coordinate gener- 
ator. 

The target 
is obtained 


scintillation analog 
by applying the out- 
put of a wide-band gaussian noise 
source to a narrow bandpass filter. 
Target size, radiated 
frequency factor analogs are ob- 
tained by the settings of calibrated 


power, and 
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Target generating complex provides realistic radar return signals 


for injection at receiver intermediate frequency 
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FIG. 2—Summing amplifier is used to modulate i-f amplifier in accordance 


with radur equation 


potentiometers. 

Modulation proper is accom- 
plished in a gain-controlled i-f am- 
plifier. The amplifier stages are 
biased to provide unity gain in the 
absence of an external gain-control 
voltage. Amplifier gain, expressed 
in db versus external gain-control 
voltage, is linear within +2 db from 
0 to —120 db. The scale factor is 
. —5 v per —120 db. The i-f input of 
the amplifier is at a constant level 
corresponding to the maximum sig- 
nal strength that may occur in the 
system. The dynamic range of sys- 
tem parameters is: Pr = 100 w to 
10 megawatt, range = 5 to 200 
miles, target size (o) = 0.1 to 100 
sq. m., antenna gain = 0 to 40 db 
and frequency = 1 to 10 Ge. 

Inserting values for minimum 
range and frequency, and maximum 
antenna gain, target size and radar 
power into the equation yields the 
maximum value of P,.. as —1.9 
dbm. The i-f input to the amplifier 
is held at this value. 

The analogs of target parameters 
are added in a d-c summing ampli- 
fier as shown in Fig. 2. Value of 
any analog is 0 volts for the condi- 
tion that yields maximum target 
echo power. Each analog expresses 
in volts the number of db’s by 
which the receiver signal strength 


is below its maximum value, with 
a scale factor +50 v per —120 db. 
Summing amplifier output is the 
gain-control voltage of the i-f am- 
plifier. Since the i-f amplifier scale 
factors is —5 v per —120 db, a ten 
to one attenuator is inserted at the 
i-f amplifier input. Thus the effects 
of d-c amplifier drift are reduced 
by a factor of ten. Due to the loga- 
rithmic (db per v) amplifier char- 
acteristics, i-f amplifier output is 
proportional to the products of the 
parameters represented by the in- 
puts to the summing amplifier. This 
fulfills the radar equation, includ- 
ing multiplication of the param- 
eters on the right hand side. The 
i-f amplifier output is gated accord- 
ing to range in a pulser synchron- 
ized with the system prf. 

To illustrate modulation, assume 
a 5-megawatt radar at a frequency 
of 2,000 Mc and an antenna gain of 
40 db, and a target with a maxi- 
mum size of 50 sq. m. at an attitude 
relative to the radar such that the 
actual reflectivity is 6 db less than 
the maximum reflectivity. The tar- 
get is located at 20 miles slant 
range and, at a given instant, its 
position relative to the radar an- 
tenna beam is: in azimuth the tar- 
get is illuminated by a part of the 
beam that is 15 db below the peak 


of the main lobe in the two-way pat- 
tern; in elevation the target is at 
a point 6 db below the peak of the 
two-way elevation pattern. 

These conditions define the input 
voltages to the summing amplifier; 
the analogs express (with a scale 
factor of +50 v per —120 db) the 
number of db by which the respec- 
tive parameters are below the max- 
imum. Thus: P,G,? = —3 db = 
+1.25 v, * = —6 db = +2.5 v, 1/R* 
= —24 db = +10 v, co = —3 db 
= +1.25 v, aspect = —6 db = +2.5 
v, azimuth pattern = —15 db = 
+6.25 v, elevation pattern = —6 db 
= +2.5 v. 

Scintillation is superimposed as 
a random variation on the signal 
strength. The amplitude and spec- 
trum are functions of radar fre- 
quency and type of target. The 
summing amplifier output, neglect- 
ing scintillation, is 26.25 v (—63 
db). Since the maximum signal 
strength is —1.9 dbm, the signal 
strength will be —64.9 dbm. The 
same value may be obtained by di- 
rect substitution into the radar equ- 
tion. Similar modulating techniques 
generate ecm signals at accurate 
power levels. 

Operating equipment using these 
techniques has been constructed 
and used. While there are no abso- 
lute criteria for evaluating the 
faithfulness of a simulated radar 
presentation, observers familiar 
with ppi and A-scope displays show- 
ing targets equipped with jammers, 
have commended the reality of the 
simulator results. A pictorial li- 
brary exists of evluation problems 
which have been run, but these are 
classified. However, a typical ppi 
display generated on the simulator 
under noise-jamming is shown in 
one of the photographs. The side- 
lobe structure of the antenna is dis- 
played. The sector coverage 
changes with range and simulated 
jammer power adjustment, and tar- 
get burn-through (the point where 
the jammer is no longer effective) 
does occur at close ranges. 

Summarizing, the simulator gen- 
erates target and ecm signals at 
actual receiver power levels and at 
i-f frequency. The modulation 
method permits a direct synthesis 
of the radar equation and all para- 
meters affecting signal strength. 
The resulting simulator is a highly 
effective evaluator and an excellent 
training aid. 
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Single Frequency Sweep continuously variable center frequency and sweep width. 


SPECIFICATIONS 
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plus 3 db (approx.) variable. markers, $12.50. Additional markers, $20.00 each. 


MARKERS: Eight sharp, pulse-type, crystal-positioned markers; usable 
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separate amplitude control and separate output or as keying 
pulses in sweeping RF signal. 
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Suppressor Gating for I-F Amplifiers 


By C. DOUGLAS RASMUSSEN 


Syracuse University Research Corp., 
Syracuse, New York 


IT IS OFTEN desirable to generate 
groups of i-f pulses with good 
signal-to-noise or signal-to-feed- 
through ratio, because such pulse 
groups simulate radar scanning and 
test the transient response of i-f 
circuits. Many signal generators 
have provisions for pulsing, but 
only the more elaborate ones pro- 
vide for gating-out a pulse group. 
Other drawbacks to using commer- 
cial signal generators include poor 
signal-to-noise ratio, and limited 
prf and pulse width variation. 

An i-f amplifier can easily be 
constructed or modified so that a 
pulse applied to the suppressor grid 
of a pentode will cause conduction. 
If an i-f signal is applied to the 
control grid and the suppressor grid 
is biased to cut off, the tube will 
conduct when a positive pulse of 
sufficient amplitude is added to the 
suppressor bias. Better isolation is 
obtained if two or three pentodes 
are pulsed in cascade. Similarly, 
two or three pentodes can be pulsed 
or gated at a different rate to simu- 
late a scanning signal. The simula- 
tion of a pulsed-scanning signal is 
obtained by combining both groups 
of pentodes. An electronic counter 
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could also be used on the output of 
the pulsed channel, to control the 
gating channel so as to pass a con- 
trollable number of pulses. 

The schematic of a pulsed-gated 
amplifier for laboratory use _ is 
shown. It has a bandwidth of 1.2 
Me at its 3 db points, with a 30 Me 
input signal of 0.5 to 2 v p-to-p. 
An input pulse of 5 to 50 v p-to-p 
in the pulsed mode will produce an 
i-f pulse with a signal-to-noise ratio 
of 43 db, but in the pulsed-gated 
mode using the same amplitude 
gate the overall signal-to-noise ra- 
tio is 26 db. This is because two i-f 
stages are being pulsed and only 
one is being gated. Pulse widths 
down to 2 microseconds and pulse 
repetition frequencies up to 150 Ke 
produce the best results. In the 
c-w, pulsed and/or gated modes the 
maximum variable gain is 14 db 
with input and output impedances 
of 50 ohms. 

Two separate pulse generators or 
a dual output pulse generator and 
an external power supply are needed 
for circuit operation. Power re- 
quirements are: +150 v d-c at 50 
ma, —150 v d-c at 0.5 ma and 6.3 v 
at 1 amp. 

The Pulsed-Gated Amplifier is a 
30 Mc i-f amplifier with provisions 
for external application of a vari- 
able negative bias to the suppressor 


grids of V,, V., and V,;. This need 
not be a variable bias when the 
same amplitude positive pulse or; ~ 
gate is used. A minimum negative’ 
bias of approximately 8 volts is 
needed to completely cut off these 
tubes, and because V, and V, are 
pulsed in cascade, they have a com- 
mon bias separate from that of V,. 
A negative variable d-c bias of from 
0 to —10 volts applied to the control 
grids of V, and V, acts as a gain 
control. 

Due to the electrical isolation 
created with the cascade pulsing of 
V. and V,, the signal-to-noise ratio 
of the pulsed mode is superior to 
that of the gated or pulsed-gated 
modes. The usual application calls 
for greater use of the pulsed mode, 
and, therefore, the better signal-to- 
noise ratio in this mode is desir- 
able. This configuration can be 
revised to meet individual require- 
ments. For example, V, V., and V, 
can be pulsed or gated in cascade, 
thereby further improving the sig- 
nal-to-noise ratio. Or if a pulsed 
i-f signal is available, V,, V, and V, 
can be gated in cascade. 

Transformers 7, and T, and coils 
L, through L, are wound on a CTC 
No. PLS 9 coil form with No. 22 
enamel wire. The three turn pri- 
maries of T, and T, are wound over 
the five-turn secondaries. 
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Sockets from Fastex Division, Illinois Tool Works 
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suited for use in printed circuit assemblies, or struction minimizes axial strain on the junction. 
can be plugged directly into special sockets to Special Tarzian oversize junctions increase inrush 
facilitate assembly and servicing. Insulated case _ current protection, contribute to low voltage loss, 
—11/32” x 3/16” x 1/4” high—eliminates many and lengthen useful life in this as in other Tarzian 
mounting problems. Leads are on 7/32” centers. silicon devices. Prices are realistic. 


Complete line catalog available. Application engineering assistance 
is also available without obligation. Send for data sheet. 
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RESEARCH AND DEVELOPMENT 


Breadboard Mounting Arrangement Is Devised 


By W. L. EMERY, 
T. C. M. Visiting Professor, 
Indian Inst. of Technology, Kharagpur, India 


TEMPORARY circuits can be assem- 
bled rapidly into compact package 
for laboratory experiments or edu- 
cational demonstrations. The as- 
sembled circuits are structurally 
rigid and layout generally resem- 
bles that of a final soldered circuit. 
Parts are connected electrically 
with snap fasteners that also pro- 
vide mechanical support. 

The flexible circuit building sys- 
tem is based around a basic frame. 
A wide variety of tube and tran- 
sistor sockets are mounted on in- 
terchangeable plates, and the se- 
lected plate is attached to the basic 
frame. In Fig. 1, a_ seven-pin 
miniature tube socket plate and a 
triple-transistor socket plate are 
shown, as well as a dual-transistor 
socket plate mounted in place on 
the basic frame. 

The basic frame and socket plate 
together form a foundation that 
holds the other components. In 
most cases, the components snap 
directly on connections at the 
socket, minimizing lead length and 
the possible adverse effects that 
leads could have on circuit 
performance. The orderly appear- 
and accessibility of connec- 
tions can be seen in the typical 
assembled circuit in Fig. 2. The 
circuit is a transistor multivi- 


long 


ance 


FIG. 1—Typical socket plates are 
shown with one plate in place on 
basic frame 


FIG. 2—Assembled multivibrator 


circuit has orderly appearance 


brator, which is shown schemati- 
cally in Fig. 3. 

The number of resistors required 
for a complete system is limited by 
mounting five resistors connected 
in series in a single holder. The 
five resistance values are chosen so 
that the thirteen standard 10 per- 
cent resistances within a decade 
can be obtained by some combina- 
tion of the five resistors. Thus each 
decade of resistance values is pro- 
vided by a single resistor box like 
those shown in the foreground of 
Fig. 4 with other component pack- 
ages. 

The resistor box was made in a 
triangular shape to limit bulk, to 
provide mechanical strength to the 
assembly and to avoid locating con- 
nections where they might inter- 
fere with each other. An open side 
in the box enables quick selection 
of the desired resistances. 

The two-dimensional drawing of 
the interior of a resistor box in 
Fig. 5 indicates the arrangement 
of the resistors. Five resistances 
are not provided in the exact nomi- 
nal standard values, which usually 
makes little difference. If required, 
however, all resistances will be 
within 10 percent of the nominal 
value if 5 percent resistors are 
used for 18 and 47 within the par- 
ticular decade. In all but two cases, 
the desired resistance can be ob- 
tained simply by making connec- 
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FIG. 3—Three resistors forming 
voltage divider at left of multivi- 
brator circuit can be provided by 
one resistor box 


FIG. 4—Components are mounted 
in standard size triangular package 


tions to the appropriate terminals 
on the box. To obtain either 39 or 
68, one external jumper is required 
to shunt out unwanted resistors. 

A single resistor box can some- 
times provide several resistunce 
values. For example, the three re- 
sistors at the left in Fig. 3 can 
be obtained from one resistor box. 
By connecting a jumper across the 
1,500-ohm resistor, the sum of the 
1,800-ohm and the 1,200-ohm re- 
sistors in series provides the re- 
quired 3,000 ohms. 

Capacitors are mounted individu- 
ally in open-faced triangular boxes 
having the same dimensions as the 
resistor boxes. Although three ca- 
pacitors had been mounted together 
in single boxes, this approach was 
abandoned because it seemed to of- 
fer no advantage in practice. 

By extending the general con- 
struction pattern to other circuit 
elements, such as high Q inductors, 
variable capacitors and i-f trans- 
formers, any of a wide variety of 
medium frequency circuits can be 
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TACT is a universally applicable transistor 
and component tester that will meet both pres- 
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FIG. 5—Inside view of resistor box 
shows five series-connected resistors 
that provide thirteen resistances 
within decade 


assembled in minutes. 

Careful attention must be given 
to some constructional details to 
ensure strength and _ durability. 
Experience indicates that the snap 
fasteners used on the connecting 
leads require reinforcement at the 
junction between the solder tab and 
the body of the snap. Breaking at 
this point is much less likely if the 
cross section is built up with a lib- 
eral flow of solder. The point where 
the wire joins the solder tap also 
requires added strength, which can 
be obtained by extending the braid 
covering on the wire under the first 
clamping tabe in the wire holding 
lug. 

The snap connectors around the 
bottom edge of the basic frame and 
around the socket plates are subject 
to heavy mechanical strain. The 
necessary mechanical strength can 
be obtained for these parts by 
shaping a cotter pin from a piece 
of #12 solid copper wire. The 
solder lug of the snap fastener is 
bent at a right angle relative to 
the face, and the shank of the cot- 
ter pin is firmly clamped and sol- 
dered into the lug. The resulting 
structure has been found capable 
of withstanding considerable abuse. 

Finally, accidental short circuits 
between adjacent snap fasteners 
can be avoided by covering the lug 
with plastic tubing. 

The author acknowledges the as- 
sistance of Robert Newbold, who 
participated with the author in 
producing the first version of the 
system at the University of Utah, 
Gener Leichner and J. V. Ranga 
Rao, who suggested improvements, 
and S. Dutta and A. Sengupta, who 
did the construction for the present 
system. 
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Tunnel Diode Operates 
Brushless D-C Motor 


By H. E. STOCKMAN, Prof. E.E., 


Lowell Technological Inst., Lowell, Mass. 


TUNNEL diode can be substituted 
for a transistor in an electronic 
watch or clock. The tunnel diode 
not only has one fewer electrode but 
provides further simplification by 
eliminating one of the windings 
used in present electronic watches. 

The basic device, which is 
covered by a patent application, is 
a tunnel diode d-c motor that can 
provide either rotary or pendulum 
motion. The simple d-c motor 
shown in the schematic diagram 
requires no commutator or brushes. 
It is comprised of three basic ele- 
ments: a single winding, a rotat- 
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Tunnel diode permits operation of 
simple d-c motor without commu- 
tator or brushes 


ing magnet and the tunnel diode. 

To provide pendulum motion, the 
device starts itself. Slight deflec- 
tion of the rotary magnet when 
power is turned on is enhanced 
regeneratively building up oscil- 
latory motion to full pendulum 
swing. 

Present models of the device 
were fabricated by Sine-Ser Co., 
Waltham, Mass., solely for educa- 
tional purposes. However, some of 
the characteristics of the tunnel 
diode motor suggest a variety of 
potential applications. 

The absence of any kind of mov- 
ing contacts in the d-c motor should 
reduce maintenance problems. Re- 
sistance of tunnel diodes to nuclear 
radiation would be advantageous 
in environments where radiation 
level is high. 

Input power for the small motors 
could be provided by most of the 
newer d-c power sources including 
thermoelectric generators and 
solar cells. The demonstration 
models of both rotary and pendu- 
lum types of the tunnel diode motor 
are operated from a single stand- 
ard flashlight cell. 
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It’s only .400 inches high. Weighs only .250 ounces. New Leach 
M-250 is so tiny it uses less than half the space needed by stan- 
dard subminiature crystal can relays! 

Space is saved on printed circuit boards because three M-250s 
will replace one ordinary, horizontally-mounted crystal can relay. 
And with its 0.2-inch terminal spacing and internal terminal con- 
nections, it is interchangeable with conventional crystal can relays. 

Simplified design, mechanized production with minimum human 
contact, rotary balanced armature design and small space require- 
ment—four reasons why you should specify Leach Half-Size Crys- 
tal Can Relays for your printed circuits (and that’s just half 
the story!) 

Available now: 

Comtant Helin . «4 4 6s Low level to 2 amps. 
Normal Coil Operating Voltages . 6 to 26.5 VDC 
Meets or exceeds all requirements of Mil-R-5757D. 

Get the whole story. Write for complete technical specifications 

and application information. 


EAC . CORPORATION 


18435 SUSANA ROAD, COMPTON, CALIFORNIA 
EXPORT: Leach International, S. A. 
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FIG. 1—D-c circuits used in relay tests. In A there is a po sitive case ground, are life is adjusted to 1.5 msec average. 
B is for effect of auxiliary circuits, and C is a glow dischar ge circuit 


Catastrophic Relay Failures 


THE CURE: CIRCUIT DESIGN AND TESTS 


By CHARLES P. NUNN 
REINHOLD HOLBECK 


Filtors, Inc., 
Port Washington, N. Y. 


THE NATURE of the transient dis- 
charge phenomenon in miniature 
relays was described in this column 
last week. This article describes the 
design precautions that should be 
taken to avoid catastrophic relay 
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FIG. 2—Discharge in circuit A on 
a 60-cycle, 2 ampere, resistive, a-c 
load. Waveform (B) is taken at 
point X of circuit A. 
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failures and gives recommended 
test procedures for circuits with 
grounded-case relays. 

Filtors study of the transient dis- 
charge phenomenon showed that 
catastrophic failures occurred when 
the relay case is grounded and the 
contacts are used to switch more 
than 0.5 ampere and 50 volts. The 
findings for a-c and d-c loads corre- 
late. 

In the test circuits used in the d-c 
test, Fig. 1, a Tektronix 535 oscillo- 
scope was used to determine the arc 
life across the opening contacts and 
the current peak in the ground cir- 
cuit when a discharge occurred. It 
was found that fairly consistent re- 
sults could be obtained with these 
circuits. A minimum potential dif- 
ference between the relay contact 
and case was found to exist. Below 
50 volts, a discharge to the relay 
case did not occur. Another empiri- 
cal relation found by using d-c 
sources was that the arc life on the 
separating contacts had to be in 
excess of 0.5 to 1.0 millisecond. This 
figure was obtained by using resis- 
tive loads of rather high current 
and low voltage and the circuit 
shown in Fig. 2B; for example, a 5- 
ampere resistive, 28-volt, d-c load. 
It should be noted that a higher 
potential between the contacts and 
case was required as supplied by 
the auxiliary circuit. 

Another circuit was constructed 
using an inductor and a series re- 


sistor in order to determine the ef- 
fect of the inductive loading. When 
the contacts were opened, an arc 
formed which was usually followed 
by a short glow discharge. When 
the are life was in excess of 0.5 
millisecond, an arc discharge to the 
relay case was encountered when 
the potential difference exceeded 50 
volts. Next, a high-voltage, low-cur- 
rent power supply was used to de- 
termine if the discharge to the 
relay case would occur when a glow 
discharge across the opening con- 
tacts was present, Fig. 1C. The con- 
tact load for this test was 80 milli- 
amperes resistive, 400 volts, d-c and 
a 170 volt, d-c potential difference 
was established between the relay 
contact and case. No indication of 
an are discharge to the case was 
noted, although the opening con- 
tacts exhibited a glow discharge. 

Under the a-c arcing condition 
previously described (2 amperes re- 
sistive, 115 volts rms, 60 eps), the 
initial breakdown always occurred 
when the grounded relay case 
was positive with respect to the 
contacts. D. Saewert of Motor- 
ola, Scottsdale, Arizona, has shown, 
through a statistical treatment of 
synchronized a-c voltages, that the 
discharge always occurs on the 
negative half of the a-c cycle. 
Figure 2 shows the approximate 
values that were found using syn- 
chronized a-c voltages. 

Tests with direct-current loads at 
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PRINCETON 


scientists and engineers in 
a unique leadership role 


The frontiers of space science and technology are being expanded at 
Aerospace Corporation. The scientists and engineers of this leadership 
organization are the critical civilian link uniting government and the 
scientific-industrial team developing space systems and advanced ballistic 
missiles. In providing broad scientific and technical leadership to every 
element of this team, they are engaged in a balanced program of activities 
spanning the spectrum from basic research and forward planning through 
general systems engineering. Included in the latter are technical supervi- 
sion, integration and review of the engineering, development and test 
operations of industry to the extent necessary to assure achievement of 
system concept and objectives in an economical and timely manner. 
These people are privileged to view both the state-of-the-art and system 
development in their totality. Now more men of superior ability are 
needed: highly motivated scientists and engineers with demonstrated 
achievement, maturity, and judgment, beyond the norm. Such men are 
urged to contact Aerospace Corporation, Room 110, P. O. Box 95081, 
Los Angeles 45, California. 


Organized in the public interest and dedicated to providing objective leadership 
in the advancement and application of space science and 
technology for the United States Government. 


AEROSPACE CORPORATION 
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One of a series EXPLORING THERMISTOR APPLICATIONS 


om 


ote po ee 


makes a big difference 
in a liquid level 
measurement circuit 


Place a thermistor in series with a light bulb and a 
battery. The thermistor will heat up, the resistance 

will drop (a fascinating characteristic of thermistors) 
and permit enough current to fiow to light the bulb. 
Submerge the thermistor, and it will cool — up goes the 
resistance and out goes the light. Merely substitute a 
relay for the bulb and you have yourself a neat, 

precise liquid level control. 


A small but mighty device, the thermistor. Highly precise, 


highly versatile. Its applications ceiling is virtually 
unlimited — temperature control or liquid level 
measurement, time delay, remote control, switching, 
or you name it. 


There are just two kinds of thermistors, really: 
ordinary, which are good; and FENWAL ELECTRONICS’, 
which are a little bit better. One reason is that FENWAL 
ELECTRONICS pioneered in this business. Another is 
that we can suit your.application exactly — for the 
simple reason that FENWAL ELECTRONICS has the 


most complete line of thermistors available anywhere. 





For details, application assist- 
ance, and new Thermistor 
Catalog EMC 4, write: 





105 Fountain St., Framingham, Massachusetts 


Visit us at The WESCON Show—Booth 3512 
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Filtors, Inc., show a close agree- 
ment with both the potential and 
the arc times found by Motorola. A 
circuit, Fig. 1A, was constructed 
where the relay switched a 170-volt, 
d-c, resistive, l-ampere load. The 
breaking arc life was approximately 
2 milliseconds. A discharge was en- 
countered when the relay case was 
connected to the positive side of the 
supply and the contacts were lo- 
cated in the ground leg. No dis- 
charge was encountered when the 
relay case was connected to the 
negative side of the power supply 
(common type of industrial ground- 
ing) and the contacts were in the 
positive leg. 

The conclusion from these tests 
closely match that which could be 
predicted by the hypothesis. It 
should be mentioned that under cer- 
tain extremely heavy arcing condi- 
tions, a discharge could be obtained 
with opposite polarity. This is prob- 
ably due to saturation of the at- 
mosphere with ions and metallic 
vapors which would not normally be 
encountered. Additional studies are 
being performed along these lines. 

After the performance of exist- 
ing crystal case relays had been 
established and the breakdown 
mechanism determined, the remain- 
ing design problem was the con- 
struction of a relay that would meet 
the load requirements. Due to the 
mechanism of the breakdown, there 
seemed to be many approaches open 
for corrective action. The most logi- 
cal approach to the problem ap- 
peared to be to investigate design 
changes in the relay switching cir- 
cuit plus insulation of critical metal 
parts. In the relay design that 
finally evolved, the switching cir- 
cuit was reoriented, placing the 
ground potential pole pieces further 
away from the switching circuit. 
The actuator, header and relay 
housing are all protected by insula- 
tion. The Pillbox relay designed was 
tested to switch 2 amperes at 115 
volts 60 cycles, and no discharge has 
occurred in the 100,000 operation 
life span. 

It is strongly recommended to 
relay users that their internal test- 
ing specifications call out the fusing 
of the ground circuit when relays 
are subjected to power load life 
tests. 

It has been found that a 0.1 am- 
pere or a 0.25 ampere fuse between 
the relay case and ground permits 
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discharge current to build up to 
about 40 amperes before the fuse 
ruptures. Forty amperes will dam- 
age the relay but will not destroy it. 


Ceramic Materials For 
Microwave Applications 


SINCE there are a very wide range 
of microwave devices for which ce- 
ramic techniques can be considered, 
a whole area may be opened up for 
strong ceramics that possess high 
dielectric constants and _ low-loss 
tangents. 

G. B. Walker of the University 
of British Columbia suggests tita- 
nium dioxide with a flux, magne- 
sium titanate, alumina and beryllia. 
With titanium dioxide a dielectric 
constant up to 100 btu = can 
be obtained and it is possible to 
adjust the constituents to achieve 
any desired values in the range 
from one to 100. Walker recently 
discussed two structures: an elec- 
tron linear accelerator and a milli- 
meter wave traveling wave tube. 

The applications he envisages 
must remain proposals until ade- 
quate evidence on reliability has 
been obtained from comprehensive 
laboratory tests. 

The most important practical 
considerations have to do with the 
behavior of ceramics under elec- 
tron bombardment. 


Coaxial Cable Exhibits 
Minimum Phase Shift 


NEW TECHNIQUES for producing co- 
axial cable with a phase shift of 
only 20 parts per million/deg C, 
within the range of 10 to 32 C, 
suitable for any coaxial cable de- 
sign utilizing polyethylene dielec- 
tric was recently announced by 
Times Wire and Cable, division of 
The International Silver Co., Wal- 
lingford, Connecticut. 

Normally coaxial cable exhibits 
a 200 parts per million/deg C phase 
shift over this temperature range. 
Major applications at present in- 
clude radar and sonar, where send- 
ing and receiving signals must be 
compared with minimum variable 
introduced by the coaxial cable. 

The new technique conforms to 
the electrical and environmental 
requirements of MIL-C-17C. 
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MINI-TEL 


all-solid-state telemetry 
sub-carrier discriminator 


For ‘‘quick-look"’ analysis of FM telemetry data, the Precision MINI-TEL 
sub-carrier discriminator packs a surprising amount of usefulness into an 


exceptionally small space. 


In its compact (less than 1 2 cubic feet) single-module package, occupying 
only 10 2 inches of rack space, the MINI-TEL provides up to 14 IRIG 
discriminator plug-in units, power supply, and output level monitor meters. 
Initial cost, maintenance, and power drain are exceptionally low. 

Write for your copy of Bulletin 60 for details. 


P.1. /avites inquiries from senior engineers seeking a challenging future. 


PRECISION INSTRUMENT COMPANY 
101! Commercial Street * San Carlos ¢ California 
Phone LyYtell 1-444! . TWX: SCAR BEL 30 


REPRESENTATIVES IN PRINCIPAL CITIES THROUGHOUT THE WORLD 
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PRODUCTION TECHNIQUES 


Contact Pattern Aligns P-C Matrix 


By LAWRENCE J. KAMM, 
Design Specialist, 
General Dynamics/ Astronautics, 
San Diego, Calif. 


SIMPLE, RAPID, but accurate methods 
of producing connections in a 
printed circuit matrix were devised 
during development of the air-op- 
erated analog computer problem 
connector reported last week (ELEC- 
TRONICS, p 64, Aug. 18, 1961). The 
matrix contains more than 5,000 
possible connection points. 

Connections are made when flex- 
ible printed circuits, carrying hori- 
zontal and vertical buses, contact 
each other through holes in a My- 
lar punched card. One such con- 
nection is shown in Fig. 1. 
Construction of the terminals is 
detailed in Fig. 2. The major pro- 
duction problems encountered dur- 
ing development were maintaining 
alignment of connections, achiev- 
ing flexible contact with terminals 
and welding the terminal contacts 
to the vertical buses. 

Alignment is assured by two gen- 
eral methods. The fabrication pat- 
tern for all major parts and pro- 
duction templates is the master 
pattern for the printed circuit con- 
tacts. Before any part is produced, 
alignment holes are made in the 
film positive and part blanks. 
Whenever any two parts are put 
together for any operation, align- 
ment is established by 
through these holes. 

A film positive of the printed cir- 
cuit contact pattern is used to ap- 
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FIG. 1—Contact is made by printed 
circuit bus cards 
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ply electroplating resist to the lami- 
nates. The mating contact spots 
are plated with gold or rhodium on 
top of silver, copper or other suit- 
able metal. A bus pattern is made 
from a print of the contact film 
positive. The plating resist is 
stripped, etching resist is applied 
and the bus pattern is produced on 
the printed circuit sheet. 

The same contact pattern film is 
used for both printed circuits. 
Even if the pattern is geometric- 
ally imperfect, the two printed cir- 
cuits will be in alignment and all 
contacts and terminals will have 
nearly perfect registration. One 
side of the film is placed against 
the vertical bus blank while the 
other side of the film is placed 
against the horizontal bus blank. 

An enlarged portion or island, 
consisting of a *s-inch disc, is 
formed in the bus for each terminal 
connection. A contact pin is spot- 
welded to the underside of the bus 
at this island, through a_ hole 
burned in the underlying plastic 
(Fig. 2). 

The holes are burned by an oxy- 
hydrogen flame, applied by torch 
through an aluminum template. 
During burning, the template 
shields the remainder of the plastic. 


Contact springs along bottom of 
plug-in card press against terminals 
in experimental setup which could 
be used for amplifier interconnec- 
tion 


FIG. 2—Terminal provides flexible 
coupling to bus 


A second aluminum plate, placed 
against the other side of the 
printed circuit, cools the conduc- 
tors. It proved impractical to burn 
the holes with a hot iron, which 
caused delamination, or by machin- 
ing the plastic, which damaged the 
copper. 

The burning template also serves 
as the pattern for drilling the ter- 
minal holes in the backing plate, 
assuring alignment of the contact 
pins with the bus contacts. The 
contact pattern is printed on the 
aluminum sheet used for the tem- 
plate. This sheet is then pinned, 
through alignment holes, to the 
banking plate blank. The holes are 
then drilled in both. 

Each terminal provides a sturdy, 
air-tight, external connection which 
can be used as a wiring terminal 
or a contact for plug-in resistor 
subassemblies. The pin and spring 
form a flexible coupling which per- 
mits the printed circuit to make or 
break contact. The pin is a stand- 
ard dressmaker’s pin. Its rounded 
head is excellent for spotwelding 
to the copper bus. 

The backing plate serves as the 
welding jig. Since it was prepared 
with the burning template, pin 
positioning is positive and auto- 


electronics 





Spay 


Statnul 


wipes off static... 
Wal ol-t-meleh al -ldgel al 


Static electricity can cause false 
readings in panel and test instru- 
ments .. . especially with plastic- 

faced meters. Eliminate this problem 

for months with new Weston STATNUL. 
Spray or apply with saturated cloth—then 
wipe. An invisible shield drains away 
static. Cleans and polishes with every 
application . . . wards off abrasive dust. 


Mail coupon today or see your Weston distributor. 

Only $3.95! Check or money order enclosed () 

Bill me. Purchase order enclosed [_] 

Name. 





Address. 





City Zone. State. 
a product of 


WESTON Statnul [DAYSTROM. mn conronares 


Weston Instruments Division, Dept. EL-8, Newark 12, N. J. 
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The INDEX to the editorial articles in electronics magazine, 
previously published annually in a December issue, now ap- 
pears ONLY in the EBG. Another original EBG idea that 
saves time and trouble for users! Keep your EBG copy on 
your desk! 


EXTRA! 


Also in the EBG are condensed ABSTRACTS of all the edi- 
torial feature articles which have appeared to date in 1961. 
Another reason why EBG is used more by all four — men in 
research, design, production and management. 


‘ McGraw-Hill Publication, 
330 West 42nd St., New York 36, N. Y. ( 


August 25, 1961 








Why THERMOCOUPLE type instruments? 


Because they are more reliable, less expensive and con- 
siderably more versatile than other types of tempera- 
ture indicators and controllers. Let ELLIOT CONTROL 
supply or design any type of indicator or controller in 
any desired range or ranges. 


Do you need thermocouple type TEMPERATURE INDICA- 
TORS and/or TEMPERATURE CONTROLLERS in any range 
from below —50F° to over 3000F°. 


ELLIOT CONTROLS can supply all forms of pyrometry 
equipment from simple metered types to rugged sophis- 
ticated magnetic amplifier type controllers and indica- 
tors. Units range in size from small portable indicators 
for surface measurements, to large custom-designed 
units for furnace temperature control, indication and 
programming. 


For further information please write for Brochure to: 


ELLIOT CONTROLS 


969 East Second Street Brooklyn 30, N. Y. 
PHONE: CL 3-9867 
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- Double preset — 


Automatic reset 


A counter for coil winders 


Model U 280ZERS has 
every feature needed to 
raise your coil winding 
operation to a new peak of 
productivity. 


® Two independently set 
predeterminations with 
separate switches and 
common Automatic electric 
reset and recycle 

¢ Simple rapid presetting 


® Speeds to 6000 RPM 


Proof? Write to 


e All working parts 
machined 

Automatic reset to zero 
upon reaching final prede- 
termination frees the oper- 
ator completely. This allows 
concentration on the wind- 
ing process and results in 
very much increased pro- 
duction. 

One of several counters 
designed specifically for 
coil winding 


Presin Company, inc. 


2014 Broadway, Santa Monica, California 
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The Lincoln Laboratory program for ballistic 
missile range measurements and penetration 
research includes: 


EXPERIMENTAL RESEARCH 


Measurements and analysis of ICBM flight phenomena for 
discrimination and for decoy design purposes, including opti- 
cal, aerodynamic and RF effects. 


SYSTEM ANALYSIS 


Studies to apply research findings to advance the technology 
of ICBM and AICBM systems. 


INSTRUMENTATION ENGINEERING 


Designing radar, optical and telemetry equipment with which 
to measure ICBM flight effects under actual range conditions. 


RADAR SYSTEMS RESEARCH 


Extending the theory and application of radar techniques to 
problems of discrimination, countermeasures and performance 
in a dense-target environment. 


HYPERSONIC AERODYNAMICS 


Study of the flow-fields around re-entering bodies for various 
body designs and flight conditions. Excellent computer facili- 
ties available. 


RADAR PHYSICS 


Theoretical and experimental studies in radar back-scattering. 
Interaction of RF radiation with plasmas. 


A more co kplete description of the Laboratory’s work 
will be sent ™ you upon request. 


x} 

iy All qualified applicants will receive consideration 

‘1 for employment without regard to race, creed, 
color or national origin. 


Research and Development 


LINCOLN LABORATORY 
Massachusetts Institute of Technology 
BOX 27 

LEXINGTON 73, MASSACHUSETTS 














matic. The printed circuit is 
bonded to the plate and the welds 
are made blind through the holes. 
The pin, in turn, is soldered to the 
spring. 
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Portion of a burning template 


Terminal pin spotwelder 


The upper electrode (copper) of 
the spotwelder is drilled along its 
axis to receive the pin. The lower 
electrode (molybdenum) contacts 
the bus. The welder’s arm assem- 
bly is fully floating, to protect the 
printed circuit from damage, and 
has a deep throat so every position 
can be reached. A standard stored 
energy supply powers the welder. 

Planning sheets may be used to 
translate a problem circuit diagram 
into contact locations. Reproduc- 
tions of the films used to etch the 
buses in a pair of printed circuits 
are marked to show components 
connected to each bus. The oper- 
ator also marks intersections of 
buses he wants to connect and uses 
the sheet as a guide to punching 
of the Mylar cards. 

Three punching methods have 
been conceived. A guide block simi- 
lar to a manual Braille punch can 
be used. Or, a power punch can be 
guided with a hole locator template. 
Punching can be made fully auto- 
matic by a machine which dupli- 
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cates in a card hole positions indi- 
cated on the planning sheet. 


Control of Moisture 
Improves Transistors 


PRECISE CONTROL of moisture levels 
in hermetically sealed power tran- 
sistors improves their character- 
istics, reports Motorola Semicon- 
ductor Products Inc., Phoenix, Ariz. 
The division is using, during pro- 
duction, a hydrate getter which 
produces ambients drier than those 
conventionally used, but not as dry 
as can be obtained with other get- 
ters. 

The techniques are reported to 
increase power gain by 3 db to 4 
db and to substantially reduce low- 
voltage saturation currents. More 
than 250,000 transistors produced 
show closely identical properties 
and low failure rates, the company 
said. 

Investigations of semiconductor 
surface sensitivity to ambient mois- 
ture show serious degradation of 
performance when semiconductors 
are exposed to moisture above 40 
percent relative humidity at room 
temperature. Performance of de- 
vices subjected to lower humidities 
is generally acceptable, but not 
optimum, the report said. 

It was found that barium oxide 
can produce partial pressures as 
low as 10°“ atm of water at 25 C, 
equivalent to 80 water molecules in 
a 2-ce transistor can. Adsorptive 
getters, such as molecular sieves, 
glass and paper fibre filters, yield 
partial pressures of about 107 atm, 
or 10” water molecules per can. 

But the use of barium oxide get- 
ters decreased power gain as much 
as 3 db and increased saturation 
current up to 30 microamperes. 
Further investigation revealed that 
an ambient control system employ- 
ing BaO + CaSO, +» 4H.O provided 
power gains 8 db to 10 db higher 
than the driest system and up to 4 
db higher than regular production 
samples. This hydrate system, pro- 
ducing a partial pressure level ap- 
proximately equivalent to 0.2 per- 
cent relative humidity, has been in- 
corporated into specific production 
lines, Motorola said. The research 
is being extended to germanium 
mesa transistors. 
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TEFLON 
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MELAMINE 


CERAMIC 


PHENOLIC 


MEET ALL 
CONDITIONS 


...- WITH THE 


RIGHT INSULATION 


To give electronic circuits real protection against all hazard- 
ous service conditions — including temperature extremes, 
moisture, electric shock, mechanical shock and vibration — 
CAMBION® terminals are available with five different 
types of insulating materials. 

These types — Ceramic, Teflon*, Phenolic, Diallyl Phtha- 
late and Melamine — bring you the most complete line of 
insulated terminals from any single source, plus the most 
complete, most positive protection. 

All CAMBION insulated terminal machined parts are held 
to close tolerances and subjected to continuous quality con- 
trol inspection...all are available in standoff and feed- 
through types... with internal or external thread mounts, 
press mounts or rivet mounts... with single turret, double 
turret or split terminals in gold, silver, electro-tin or custom 
plating. And like all CAMBION components they’re quality 
guaranteed in lots of 1 to 1,000,000. 

The broad CAMBION line includes plugs and 
jacks, solder terminals, insulated terminals, termi- 
nal boards, capacitors, shielded coils, coil forms, 
panel hardware, digital computer components. For a 
catalog, for design assistance or for both, write to 
Cambridge Thermionic Corporation, 437 Concord 
Ave., Cambridge 38, Massachusetts. 


CAMBRIDGE THERMIONIC CORPORATION - 7 “4 
JV MIEIONT XS 
b) *Dupont Reg. T. 8 
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New On The Market 


Page-Width Fib*'-Optic CRT 
CHARACTRON “!!APED BEAM TUBE 


“« Charactron 
'\r character 
‘tic faceplate 
h wide. The 
aes and im- 
em for line- 
ing. Fiber 
-nate conven- 
l allow direct 


CATHODE RAY TUBE u 
shaped beam tube 
generation, has fiber 
84 inches long, half 
fiber optics strip sin 
proves the optical 
at-a-time data » 
optics techniques e 
tional lens systems 


Timer 
3LE 


Magnetic Cor: 
SMALL, RELI 


FAMILY 
netic 


OF TIM!'R:Bbased on mag- 
core oscitli Zon is available 
from Minneapoli oneywell Regu- 
lator Co., 600 S:fond St. North. 
Hopkins, Minn. W@ighing about an 
ounce and with $12 components, 
units provide tin bases from hun. 
dredths of a seco: #1 to 100 seconds, 
to 0.1 percent er for from —65 to 
165 F. 

Controlled satufation of a mag- 
netic core allows; oscillation from 
5 to 100 eps. Tivlers with interval 
to five seconds can be packaged in 
one cubic inch. 
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contact printing of data. 

Fiber optics systems additionally 
will be compact, and will permit 
operation with lower deflection 
power and accelerating voltages. 
Manufacturer is General Dynamics, 
Information Technology Div., 1895 
Hancock St., San Diego 12, Calif. 
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Micrologic Elements 
GATE AND REGISTER 


MICROLOGIC GATE and half-shift reg- 
ister now in volume _ production, 
can, when used with flip-flop in- 
troduced earlier, be used to build 
complete logic and control section 
of a digital computer. A 90 percent 
reduction in size and 70 percent re- 
duction in cost of logic sections 


using family of six micrologic ele- 
ments—three to be introduced later 


this year—is predicted. Initial price 
is $120 each in small quantities 
from Fairchild Semiconductor, 545 
Whisman Rd., Mountain View, 
Calif. 
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Digital Relay Timer 
MEASURES DELAYS 


DIGITAL RELAY timer has applica- 
tions in production testing, incom- 
ing inspection, engineering de- 
velopment and maintenance. Unit 
consists of precision time reference 
and digital counter, will measure 
relay operate, release, travel and 
bounce times. Handles relays with 
up to 6 poles. Price is $2,295 from 


e 


a 
e 
Leach Corp., 18435 Susana Rd., 


Compton, Calif. 
CIRCLE 304 ON READER SERVICE CARD 


¥ 


Tiny Power Transistors 
LOW SATURATION 


SILICON TRANSISTORS with low sat- 
uration resistance can switch up to 
120 watts without using a heat sink. 
Series includes 2N2033, 2N2034 
and 2N2035, for collector currents 
of 500 ma, 1 amp, and 1.5 amp, 
respectively; 2N2033, 2N2034 are 
TO-5 size, 2N2035 is TO-8. Manu- 
facturer is Silicon Transistor Corp., 
Carle Place, N. Y. 
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Tunnel Diode 
PEAK-TO-VALLEY OF 20:1 


TYPES MS232-3-4 gallium antimon- 
ide tunnel diodes operate from —55 
to 100 C, have cutoff in the 2 to 4 
Ge range, noise constants 40 per- 
cent less than germanium units. 
Typical peak-to-valley ratios are 
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VERSATILE 


Multi-channel—telegraph Al or telephone A2 


STABLE 


High stability (.003%) under normal operating conditions 


Components conservatively rated. Completely tropicalized 


Here’s the ideal general-purpose high frequency trans- 
mitter! Model 446, suitable for point-to-point or ground- 
to-air communication. Can be remotely located from 
operating position. Coaxial fittings to accept frequency 
shift signals. 

This transmitter operates on 4 crystal-controlled 
frequencies (plus 2 closely spaced frequencies) in the 
band 2.5-24.0 Mcs (1.6-2.5 Mes available). Operates 
on one frequency at a time; channeling time 2 seconds. 
Carrier power 350 watts, Al or A3. Stability .003%. 
Nominal 220 volt, 50/60 cycle supply. Conservatively 
rated, sturdily constructed. Complete technical data 
on request. 


Now! Complete-package, 192 channel, H.F., 75 lb. 


airborne communications equipment by Aer-O-Com! 
Write us today for details! 


AER COM 
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16:1 and 20:1. Diodes are imme- 
diately available in limited quanti- 
ties from Micro State Electronics 


Fresnel Zone Antennas 
FOR 70 TO 3,000 GC 


FRESNEL ZONE PLATES, used for opti- 
cal frequencies, are now available 
at millimeter wavelengths. Phase- 
correcting plates produce focusing 
and collimating effects similar to 
parabolic reflectors and dielectric 
lenses. Fresnel zone plate charac- 


Transient Indicator 
TO 1 wzSEC PULSES 


TRANSIENT VOLTAGE indicator is self 
contained, portable, will record 
voltage pulses as short as one micro- 
second. Includes indicator light 
with memory feature permitting 
unattended operation for as long as 
three weeks. 

Voltage ranges are 0 to 200 and 
0 to 2,000. Input impedance is 5 
pf in shunt with 1 megohm. Unit is 
available from Vap-Air Div., 6444 
West Howard St., Chicago 48, IIl. 
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Corp., 152 Floral Ave., Murray Hill, 
N. J.; price range is $125 to $300. 
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teristics include low light 
weight, low cost, large aperture, 
frequency range 70 to 3,000 Ge. 
Manufacturer is Electronic Com- 
munications, Inc., 1830 York Rd., 
Timonium, Md. 
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Accelerometer 
WINDOW TYPE 


PALOMAR SCIENTIFIC CORP., 4039 
Transport St., Palo Alto, Calif. 
Subminiature PW series force bal- 
ance accelerometer is self-contained 
with own amplifier in 2 cu in. Servo 
action delivers 0.1 percent accuracy, 
+ 8 v output without cascaded 
drift typical of low-level transducer 
and separate amplifier. Narrow 
window gives high sensitivity for 


close look over restricted g range. 
Window can be accurately offset by 
current command. 
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Epoxy Compound 
LONG WORKING LIFE 


MERECO PRODUCTS DIVISION, Meta- 
chem Resins Corp., 530 Wellington 
Ave., Cranston 10, R. I. Mereco 
No. 43-21 is a low viscosity epoxy 
impregnating and casting system 
designed to withstand continuous 
operation at extended periods at 
temperatures up to 500 F. It exhi- 
bits a heat distortion temperature 
of 148C (300 F). The system has 
a working life of at least four 
weeks, making it suitable for use 
in vacuum impregnating operations 
and laminating applications 
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Plug-In Amplifier 
LOW-COST 


EMBREE ELECTRONICS CORP., West 
Hartford, Conn. Model C/i00/M is 
a low-cost octal base plug-in opera- 
tional amplifier for analog computer 
and instrument applications. Gain 
is over 30,000 d-c open loop with an 
output of 3 ma at + 100 v d-c into 
a 33,000 ohm load. Output may be 
directly shorted without damage tc 
the unit. Provides full 100 v 
swing to 20 Ke, with 0.6 usec rise 
time with a bandwidth over 400 Ke 
as a unity inverter into a 100,000 
ohm resistive load. 
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Transistor Sockets 
TEFLON INSULATED 


GARLOCK INC., Palmyra, N.Y. 
Transistor sockets for JEDEC TO- 
8 type case. Insulation material is 
Teflon TFE; 3 tubular type bery]- 
lium copper contacts accept nominal 
0.030 diameter leads. Contact finish 
is silver plate 0.0003 min and gold 
flash 0.00002 min. Sockets are com- 
pression mounted in 0.390 diameter 
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From General Ceramics Division of 
INDIANA GENERAL CORPORATION 





600-character, 18-bit 
capacity memory unit 
with integral test con- 
trol module. 





Com pact GC Memory System Helps Norden Achieve 


poe a 





Completely self-con- 
tained power. supply. 


19-in. standard 
relay racks. 




















Plug-in printed circuit 
cards with readily ac- 
cessible test terminais. 


ms 


J 


INSTANT ELECTION RETURNS...ERROR-FREE 


A General Ceramics modular-built memory package was selected 
by Norden Division of United Aircraft Corporation for its new 
Electronic Vote Tallying System, which will speed election 
returns in Los Angeles County, California. 


This remarkable system can tally 10 hand-marked 
paper ballots every second — providing complete 
election results from an average Los Angeles precinct 
in less than a minute. 

According to Jerome Nishball, Norden Project 
Engineer, ‘““GC’s memory system was chosen primar- 
ily because of the compactness of design which per- 
mitted us to reduce the overall size of our electronic 


Orviston OP 


INDIANA 


i. 


GENERAL 


CORPORATION 


equipment by 20 percent — this saving alone was 
significant even without considering GC’s very com- 
petitive price.” 

Mr. Nishball went on to say — “The GC memory 
was subjected to and passed required operational 
and environmental tests — and it’s been performing 
as expected ever since.” 


Let us show you how our modular design concept 
using standardized circuitry and in-stock modules 
can speed deliveries of custom memory systems while 
improving reliability, cutting space requirements, 
and simplifying maintenance. Ask for Bulletin 26. 


APPLIED LOGICS DEPARTMENT 


GENERAL CERAMICS 


Phone VAlley 6-5100 * Direct Distance Dialing Code 201 


KEASBEY, NEW JERSEY, U.S.A. 


TECHNICAL CERAMICS, 
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AND MEMORY PRODUCTS 
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Shell a basket of assorted Duncan potentiometers and you'll find 
a similarity that’s more than skin deep. Designs have been stand- 
ardized to yield higher reliability, lower production costs. It’s a 
garden fresh approach that’s paying off at the market place. Check 
over the Duncan crop yourself. They’re all in season now! Send 
for cur new Spring Catalog. 


Vine ripening above top to bottom: 
1-3/4” Model 3704; 1-3/4” 1602 and 
1-7/16” 1502. All feature dialiy! 
pthalate housing to withstand shock 


and protect against fungus or attack 
by acids or alkali. Servo or bushing 
mountings and operating tempera- 
tures to 150° C are available. 


DUNCAN ELECTRONICS, INC, 
2865 FAIRVIEW ROAD e COSTA MESA, CALIFORNIA 


CIRCLE 80 ON READER SERVICE CARD 





hole and mounted on underside of 
deck with nickel plated brass saddle. 
They are designed to accommodate 
the new r-f power amplifier transis- 
tors. 
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Coil Winding Head 


WALTHAM PRECISION INSTRUMENT 
co., INC., Boesch Manufacturing 
Div., 45 River St., Danbury, Conn. 
Toroidal coil winding head for 
heavy wire buildup has a two-piece 
magazine which opens into halves 
for insertion of cores. 
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Ceramic Wire 
METAL-SHEATHED 


AERO RESEARCH INSTRUMENT CO., 
315 N. Aberdeen St., Chicago 7, 
Ill. Advances in manufacturing 
have made possible the production 
of long ceramic insulated, metal- 
sheathed wires to close electrical 
and physical tolerances. Problems 
of sheath splits, damaged wires and 
insulation voids are alleviated. Spe- 
cial assemblies, such as_ triaxial 
and bitriaxial thermocouples are 
now possible and practical. 
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True RMS VTVM 
t PERCENT ACCURACY 

TRIO LABORATORIES, INC., Plainview, 
N. Y. Rack-mounted true rms vtvm 
offers direct, instant readings of 
a-c voltages with accuracy of } 
percent of full scale. Model 120-7 
measures both complex and sine 
waves with laboratory standard ac- 
curacy. Errors due to harmonics 
and spikes distorting the accuracy 
of peak and average-reading in- 
struments are eliminated by use of 
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a special dynamometer movement. 
Unit has input impedance of 1 meg- 
ohm. 
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Resistivity Meter 
FOR SEMICONDUCTORS 


TEXAS INSTRUMENTS INC., P. O. Box 
6027, Houston 6, Texas, introduces 
an a-c semiconductor test instru- 
ment for measuring bulk and slice 
resistivity. A slice adapter is avail- 
able for measuring resistivity of 
slices ranging in thickness from 
0.007 to 0.037 in. Total error in- 
volved in measuring the parameters 
of a silicon single crystal and slices 
has been reduced from + 25 per- 
cent to less than + 5 percent. 
CIRCLE 316 ON READER SERVICE CARD 


Load Cell 


UNITED AERO PRODUCTS CORP., Burl- 
ington, N. J. Hysteresis error is less 
than 0.1 percent, temperatures 
range from —85 to +500 F, avail- 
able in ranges from 5 to 500 
pounds. 
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Tiny Potentiometer 
GANGABLE TO 8 UNITS 


BORG EQUIPMENT DIVISION, Am- 
phenol-Borg Electronics Corp., 120 
S. Main St., Janesville, Wisc. The 
2490 series of single-turn Micro- 
pot pots, with a standard resist- 
ance range of from 100 ohms to 
200,000 ohms, is 3 in. in diameter 
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HICKORY BRAND 


TEFLON 
hohe) Gall me aa: a - 


Long, Continuous Lengths! 
Immediate Delivery! 


200°c 
HOOK-UP WIRE 


Extruded Teflon* Insulated 


Stranded Silver Coated Copper 


(260° C with Nickel-Coated Copper Conductor) 
TYPE E-600V — TYPE EE-1000V 


meeting all requirements of MIL-W-16868D 


26 AWG through 16 AWG 


| EVERY REEL 100% TANK TESTED | 








Basic color-coded insulated wire availabie 
with braided shield or shielded and 
jacketed with Nylon, PVC, 
wrapped TFE. 


he, : 
Bk ws ot Tt BY at ee ial 


Multi-conductor Cable Constructions 
Designed to Meet Your Specific Requirements 


For prompt quotation, call or write 


a HICKORY BRAND 


Electronic Wires and Cables 


SUPERIOR CABLE CORPORATION 
P. O. Box 480-A ° Hickory, N. C. 


CIRCLE 83 ON READER SERVICE CARD 83 





POLARIS Fay PROVEN 
CONNECTORS 


LIONEL 


Series WM-20 


Extra Reliability With— 
e Rugged Die-Cast Housings 
e Diallyl Phthalate Moldings 


e Beryllium Copper Contacts 
For Extended 
Insertion/Withdrawal Life 


;TT 


e"} i Fil ii} oa. 
Bab. Canaan wy 


Five sizes, 34 to 104 contact 
range e Also available for 
#16 wire terminations e Meet 
applicable MIL specs 

e Materials & specifications 
modified to meet your 

special needs— 


2 Write Dept. 28-PW for Series WM-20 
Dimensional Data Sheets 


Lionel 


Electronic 
Laboratories 


(Formerly Anton Electronic Laboratories) 


1226 Flushing Ave. 
Brooklyn 37, N.Y. 


84 
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and 1 in. long. 
is wirewound 


Resistance element 
featuring certified 
resistance alloys wound on thermo- 
setting cards. Maximum 
rating is 6 w at 40 C. 


power 
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Sensitive Relay 
INDUSTRIAL CONTROL 


INC., 22515 Telegraph 
Road, Southfield, Mich. Industrial 
control relay has a sensitivity of 
0.001 ww. A d-ce control signal of 
1 wa and 1 mv into its 1,000 ohm 
control winding causes the output 
relay to close thus controlling up 
to 1,800 w of 60 cps power. Input 
stage is a high gain toroidal mag- 
netic amplifier. Second stage is a 
transistor trigger amplifier which 
drives the output relay. 
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Solid State Control 
ACOUSTICA 
Aviation 


ASSOCIATES, INC., 10400 
Blvd., Angles 45, 
Calif. Ultrasonic liquid-level con- 
trol features solid state switch 
which eliminates conventional 
relay. 
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Freq/Time Digimeter 
SOLID STATE 


ELECTRONIC COUNTERS, INC., 
Eileen Way, Syosset, L. I., N. 


Design of the model 851 megacycle | 


frequency-time Digimeter enables 


inexpensive conversions to control | 


and data system applications. Two 
identical 1-2-4-8 BCD 
trains, combined with two identical 





f IN LESS THAN 
4 SECONDS 


WITH THE REVOLUTIONARY 
PRODUCTION AID TOOL! 


“PIG-TAILOR”® 


Foot operated 
No accessories 


3 minute set up 125-00 


**PIG-TAILORING’’ 


@ revolutionary new mechanical process for 
higher production at lower costs. Fastest 
PREPARATION and ASSEMBLY of Resistors, 
Capacitors, Diodes and all other axial lead 
components for TERMINAL BOARDS, PRINTED 
CIRCUITS and MINIATURIZED ASSEMBLIES. 


PIG-TAILORING eliminates: + Diagonal cutters 
+ Long nose pliers - Operator judgment - 90% 
operator training time + Broken components - 
Broken leads + Short circuits from clippings - 
65% chassis handling « Excessive lead tautness 


ww. bi thad 
e y 


PIG-TAILORING provides: + Uniform component 
position + Uniform marking exposure + Minio- 
turization spacing control + ‘'S"’ leads for termi- 
nals + *‘U"’ leads for printed circuits « Individual 
cut and bend lengths - Better time/rate analysis 
« Closer cost control - Invaluable labor saving 
« Immediate cost recovery. 


Pays for itself in 2 weeks 





‘*SPIN-PIN’’® 
Close-up views of 
““SPIN-PIN’ illustrate 
fast assembly of 
tailored-lead wire to 
terminal. 

* No Training 

° No Pliers 

* No Clippings 
* Uniform Crimps 
* 22 Sizes 


PAYS FOR ITSELF 
THE FIRST DAY! 





\ i... 


Write for illustrated book to Dept. E-8 


counting | 
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BRUNO-NEW YORK INDUSTRIES CORP. 


DESIGNERS & MANUFACTURERS OF ELECTRONIC E 


2UIPMEN 


WEST 4th STREET NEW YORK N 
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The illustration above is a clever 
art illusion. The illusion of com- 


parable quality that different brands of wire and cable 


give is also clever. To the naked eye, they seem identical. 
Most brands of wire and cable may be produced with 
similar materials and equipment. One brand, however, will 
outlast, outperform the others — Hitemp. 
The reason? Because Hitemp has the greatest store of 
experience in the industry—two modern production facili- 
ties that are second to none—and more than one-fourth 
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illusion 











of its entire work force devoted solely to inspection and 
quality control. 


Hitemp products are for you, the wire and cable user 
who requires quality and reliability that is fact, not illusion. 


Hitemp is a Division of Simplex Wire & Cable Co. 


HITEMP WIRES Co. 


1200 SHAMES DRIVE, WESTBURY, NEW YORK 
1532 S. CALIFORNIA AVE., MONROVIA, CALIF. 
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Compact crystal oscillators 
one megacycle for 
LAB REFERENCE or as 
) TIME BASE for counters 


\\ New Series 

© CCO-72S transistorized 
packaged oscillators 

deliver 1 mc with stability: 


@ 5x 10-8 at room temperature 
@ 1x 10-7 over 0° C. to 60° C. ambient 
Output is 1 volt into 1500 ohms 


Bliiey CCO-72SD 


Request 
Bulletin +526 





CRYSTAL 
OVEN 


115V (AC or DC) 

27V (AC or DC) 
Size . 2” x 1-27/32” x 3” high 
Case hermetically sealed — plug-in octal base 


CRYSTAL 
OSCILLATOR 
27V DC 
27V DC 


MODEL 


CCO-72SA 
CCO-72SD 














BLILEY ELECTRIC COMPANY | 
UNION STATION BUILDING, ERIE, PENNSYLVANIA _ 


pe - a i 
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thinking of magnets? think of 


@ all sizes 
@ all shapes 
@ all grades 
24-hour delivery 


engineering 
precision grinding {K 
precision cutting 
magnetizing 


PERMAG CORP., 88-06 VAN WYCK EXPRESSWAY, JAMAICA 18, N. Y. 
PERMAG PACIFIC CORP., 2910 S. LA CIENEGA BLVD., CULVER CITY, CALIF. 
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Is your advertising selling 
the same four key buyers your 
salesmen call on? Competi- 
tion demands it! Only adver- 
tising in electronics reaches 
and sells the electronics man 
wherever he is: in Research, 


TODAY You MUST SELL ALL FOUR! 


= Design, Production, and Man- 
agement. Put your advertise 
ing where it works hardest .ee 





ad 


in electronics 








input amplifier channels and a 
switching unit, comprise the basic 
building blocks of the counting sys- 
tem. Logical interconnections are 
effected by d-c level control. 
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Variable Inductors 
SUBMINIATURE 


WELLS ELECTRONICS CO., 1701 S. 
Main St., South Bend, Ind. Series 
387 shielded variable inductors 
covers an inductance range of 1.5 
uh up to 3.0 millihenries. All are 
4 in. by 4 in. by 2 in. in size and 
suitable for p-c board applications. 
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L-F Crystal 
HIGH TURNOVER 


MONITOR PRODUCTS CO., 815 Fre- 
mont Ave., South Pasadena, Calif., 
announces low frequency crystal 
MC13 (frequency range 16-500 Kc) 
featuring high turnover, close sta- 
bility (+0.005 percent from 0 to 
60 C) and high temperature opera- 
tion (— 65 C to + 200 C). 
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Fan Driver 


PALO ALTO ENGINEERING CO., 620 
Page Mill Rd., Palo Alto, Calif. D-c 
powered driver unit permits opera- 
tion of a-c fans over wide range of 
power line frequencies. 
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TRANSISTORIZED 
DIGITAL SYSTEMS 


Digital Systems—The NAVCOR 
systems approach is one encom- 
passing modular units of stand- 
ard NAVCOR plug-in modules. 
This permits future change or 
expansion of your requirements 
—minimizes the possibility of 
obsolescence. Every NAVCOR 
system includes indicators on all 
memory elements for easy 
checkout and maintenance. 


NAVCOR development and pro- 
duction facilities can expedite 
your digital system program— 
offering a unique combination of 
technical experience and pro- 
duction economy. 


Creative engineering by NAV- 
COR has successfully developed 
the 100 Series transistorized 
modules for digital test equip- 
ment and prototype develop- 
ment, and the newer 300 Series 
card modules for constructing 
complete data handling systems. 
Delivered complete and attrac- 
tively packaged, these econom- 
ical systems modules are ready 
to operate with a minimum of 
inter-unit wiring. 


NAVYCOR can engineer and 
manfacture complete systems to 
your requirements. Years of ex- 
perience, devoted exclusively to 
semiconductor digital systems 
design, have produced hundreds 
of thousands of operating logic 


FREE 


Send for complete data and 
specifications on the 300 Series 
systems blocks. 


NAVIGATION COMPUTER CORP. 
VALLEY FORGE INDUSTRIAL PARK 
NORRISTOWN, PA. 
Glendale 2-6531 
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PRODUCT BRIEFS 


WIDEBAND AMPLIFIER 1 to 100 Mc. 
Teltronics Inc., 23-27 Main St., 
Nashua, N. H. (325) 


OSCILLOSCOPE 0.2 milliysec rise 
time. Edgerton, Germeshausen & 
Grier, Inc., Boston, Mass. (326) 


SILICON STRAIN GAGE microminia- 
ture unit. Micro Systems Inc., 319 
Agostina Road, San Gabriel, Calif. 
(327) 


WIRE-WOUND RESISTOR 1 pyf distrib- 
uted capacitance. Kelvin Electric 
Co., 5907 Noble Ave., Van Nuys, 
Calif. (328) 


FREQUENCY METER high resolution. 
FXR, a division of Amphenol-Borg 
Electronics Corp., 25-26 50th St., 
Woodside 77, N. Y. (329) 


MICROMINIATURE RECTIFIERS high 
ampere surge. Micro Semiconductor 
Corp., 11250 Playa Court, Culver 
City, Calif. (330) 


H-V MINIATURE CAPACITORS encap- 
sulated. Dearborn Electronic Lab- 
oratories, Inc., P. O. Box 3431, 
Orlando, Fla. (331) 


PRECISION MILLIVOLT SOURCE direct 
reading. Monroe Electronic Lab- 
oratories, Inc., P. O. Box 3431, Or- 
lando, Fla. (332) 


TRANSISTOR MARKER prints 3,000 
per hr. Markem Machine Co., 
Keene, N. H. (333) 


FLUSH LAMP CONTROL PANEL high 
reliability wiring. Bodner Prod- 
ucts Corp., 238 Huguenot St., New 
Rochelle 2, N. Y. (334) 


SEMICONDUCTOR COOLING PACKAGE 
complete accessibility. Wakefield 
Engineering, [ 14 Main St.; 
Wakefield, Mass. (355) 


ROTARY SOLENOID features low input 
current. John Oster Mfg. Co., Ra- 
cine, Wisc. (336) 


P-C CARD FILE rack-mounting. West- 
ern Devices, Inc., 600 W. Florence 
Ave., Inglewood 1, Calif. (337) 


SMALL 
Corson 
39th St., 


CAPACITORS high voltage. 
Electric Mfg. Corp., 540 
Union City, N. J. (338) 


SERVO MOTOR high torque output. 
Daystrom, Ince., Transicoil Divi- 
sion, Worcester, Pa. (339) 


Ww. C. “BILL” PINE 
Hayes Chief 
Metallurgist, 
reports on 





BRAZING * ALLOYING 
OUTGASSING * BAKE-OUT 


HIGH PRODUCTION RATES for 
alloying diodes, and brazing and 
outgassing tube components are 
assured with the new Hayes VAC- 
50 Series Cubicle Vacu-Master® — 
a compact, cold-wall vacuum fur- 
nace featuring full-size components 
consolidated into an attractive, 
space-saving cabinet. Also other 
outgassing and bake-out applica- 
tions, as well. 
IDEAL FOR SMALL JOB SHOPS, 
labs, and production lines whee 
space is re- - 
stricted, 
VAC-S50 is an 
integrated 
package, 
ready to be in- 
stalled any- 
where, simply 
by hooking up 
water and 
power con- 
nections. 
(Standard size 
has 8” dia. x 14” deep work area.) 
RAPID CYCLING is a big produc- 
tion plus. Max. temps. to 1200°C 
and vacuums to 10-4, 10-5 mm. Hg. 
or lower can be developed in a 
matter of minutes, and cooling is 
almost as rapid. Versatile, too, the 
standard unit is easily modified by 
change of element, baffles, etc. for 
heats to 1800°C. max. (7” dia. x 
12” deep work area). 
SIMPLIFIED WORK HANDLING 
is built-in. Heating chamber door 
and operating controls are on front 
of panel. A manually operated 
pedestal transfers work load from 
lower cooling section to stainless 
steel heating chamber. 
WIDE-OPEN ACCESSIBILITY 
through removable panels permits 
easy servicing. Fully-jacketed cold- 
wall furnace chamber prevents 
heat-up of auxiliary equipment, 
instruments, and surrounding area. 
Circuit is protected by automatic 
current limiting. 
RESULTS GUARANTEED! The 
Hayes answer to your heat treat 
problem comes as a complete pack- 
age ...including free start-up 
service in your 
plant, and full 
instruction of 
your staff. 
Write today 
for Bulletin 
6010B, to C. I. 
Hayes, Inc., 
845 Welling- 
ton Ave., 
Cranston 10, 
Rhode Island. 


C. i. HAYES, INC. 


Established 1905 











it Pays To See Hayes for metallurgical 
guidance, lab. facilities, furnaces, atmos. 
generators, gas and liquid dryers, pHayes- 
master (TM) power amplifier controls. 


| 


CIRCLE 87 ON READER SERVICE CARD 





87 





TELEMETRY BY 
TELE-DYNAMICS 


NEW Low Level 


Subcarrier Oscillator 


The Type 1274A Low Level Subcarrier Os- 
cillator is an outstanding member of Tele- 
Dynamic’s new line of transistorized tele- 
metry components for today’s aerospace 
applications. 


Designed to operate at unlimited altitudes, 
the 1274A can be activated by a + 5 millivolt 
level differential signal. The input imped- 
ance is greater than 90 K ohms. It is ex- 
tremely stable, has true differential floating 
input, and inherent deviation limiting which 
prevents over-deviation of greater than + 
22% from center frequency. Common mode 
rejection is 110 db min. for a 10 volt peak 
to peak AC signal up to 2100 cycles. Silicon 
transistors allow operation over broad tem- 
perature ranges and latest packaging tech- 
niques reduce the volume of the 1274A to 
only 4.5 cu. in. and its weight to approxi- 
mately 4 ounces. 


For detailed technical bulletins, call the 
American Bosch Arma marketing offices in 
Washington, Dayton or Los Angeles. Or 
write or call Tele-Dynamics Division, Amer- 
ican Bosch Arma Corporation, 5000 Park- 
side Avenue, Philadelphia 31, Pa. Tele- 
phone: TRinity 8-3000. ” 
ba 


TELE-DYNAMICS 


DIVISION 


AMERICAN BOSCH ARMA 


CORPORATION 
5000 Parkside Ave., Philadelphia 31, Pa. 


88 CIRCLE 88 ON READER SERVICE CARD 








Literature 
of the Week 


HOT GAS SERVO SYSTEMS General 
Electric Co., 600 Main St., Johnson 
City, N. Y. Bulletin LMEDJ 2817 
describes a family of hot gas servos 
for missile, drone, and space vehicle 
flight control. (340) 


SERVO INDICATOR Consolidated 
Airborne Systems, Inc., 900 Third 
Ave., New Hyde Park, N. Y. Design 
advances in servo/indicator air- 
borne control and measurement in- 
strumentation are detailed in speci- 
fication sheet DST-461. (341) 


MODULAR CABINETS  Cabtron Divi- 
sion of Argus Mfg. Co., 1218 So. 
Western Ave., Chicago 8, IIl., in- 
troduces a catalog on standard 
modular cabinets for electronics in- 
strumentation featuring the built- 
in blower cabinet. (342) 


INSTRUMENTS __ Keithley Instru- 
ments, Inc., 12415 Euclid Ave., 
Cleveland 6, O. The 1961-62 catalog 
details the entire line of the com- 
pany’s instruments, including many 
new products introduced during the 
past year. (343) 


TUNNEL DIODE POWER SOURCE 
Electronic Research Associates, 
Inc., 67 Factory Place, Cedar Grove, 
N. J., has available a technical bul- 
letin covering the model TD6M tun- 
nel diode power source. (344) 
INDICATOR LIGHTS _ Transistor 
Electronics Corp., 3357 Republic 
Ave., St. Louis Park, Minn. Data 
sheet 155 details the features, specs, 
outline drawings and ordering in- 
formation on the MTL series trans- 
istorized indicator lights. (345) 


SIDEWALL HYBRIDS Microwave 
Development Laboratories, Inc., 15 
Strathmore Rd., Natick, Mass. 
Twelve-page catalog describes more 
than 100 sidewall short-slot hy- 
brids, covering waveguide sizes 
from WR15 to WR2100. (346) 


H-F TRANSFER VOLTMETER Ballan- 
tine Laboratories, Inc., Boonton, 
N. J. A four-page folder illustrates 
and describes model 393 high fre- 
quency transfer voltmeter. (347) 


SATELLITE-BORNE CONVERTER 
Magnetic Research Corp., 3160 W. 
El Segundo Blvd., Hawthorne, 
Calif. Bulletin contains perform- 
ance specs and operating details of 
































“BEAMED-POWER” ANTENNAS 


NOW MAILING! PL88 — technical 
data, pricing bulletin describing 
Advanced-design commercial and 
citizen-band base-station antennas 
and accessories. Includes Tower, 
Rotator, ‘‘Baluns,”” Masting and 
Transmission line data, plus nice- 
to-have-around “‘info.’’ Request 
your copy, today; no obligation. 


WORLD RENOWNED AND RESPECTED 
PERFORMANCE -6 to 1500 MC. 


Communication 
Irex” and TV Antennas 


aa 


ASBURY PARK 25, NEW JERSEY, U.S.A. 
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ANTENNAS 








SAVE TIME 
lilt ie 4 od By b-) 
on PURCHASING 


RELAYS 


IMMEDIATE DELIVERY 


Off Shelf Items 


DELIVERY WITHIN 1 WEEK 


Items requiring assembly and/or adjustment 


OVER 
1,400,000 


DIFFERENT TYPES 


MOST MAKES # 





WE DELIVER RELAYS 
NOT PROMISES 


PRODUCTION QUANTITIES IN STOCK 
SEND FOR CATALOG E: 




















Na WAAAY av 


niversa RELAY y CORP. 


42 WHITE ST, NEW YORK 13, N. Y.eWAlker 5-9257 J 
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a new 80 w d-c to d-c converter 
designed to power satellite instru- 
mentation. (348) 


POWER SUPPLIES NJE Corp., 20 
Boright Ave., Kenilworth, N. J. A 
16-page catalog covering hundreds 
of models makes possible simple 
and exact specification of power 
supplies to match required para- 
meters. (349) 


SONIC ELECTRONIC CATALOG H. H. 
Scott, Inc., 111 Powdermill Road, 
Maynard, Mass. Short form catalog 
features a complete line of sound 
measuring and analyzing instru- 
ments, industrial amplifiers, speak- 
ers and f-m tuners. (350) 


MAGNETIC DETECTOR TEST SET 
Kearfott Division, General Pre- 
cision, Inc., Little Falls, N.J. Ad- 
vance technical data sheet de- 
scribes a _ portable, self-powered 
unit for rapid, economical flux 
gate field testing. (351) 


CATHODE RAY TUBES Continental 
Electronics Corp. of Calif., 2724 
Leonis Blvd., Los Angeles 58, Calif., 
offers a revised condensed catalog 
of its industrial cathode ray tubes. 
It is arranged in easy-to-read ref- 
erence chart style. (352) 


POWER SUPPLY BROCHURE Elec- 
tronic Measurements Co., Ince., 
Eatontown, N.J. Eleven models in 
a series of constant-current d-c 
power suplies are described in spe 
cification sheet 3072B. (353) 


TERMINAL BLOCK CONNECTORS 
AMP Inc., Eisenhower Blvd., Har- 
risburg, Pa. A 4-page folder de- 
tails specifications on the Termi- 
Blok, a modular terminal panel 
wiring block. (354) 


VOLTAGE-C URRENT CALIBRATOR 
Rese Engineering, Inc., A and 
Courtland St., Philadelphia 20, Pa. 
3ulletin 60-C describes model 1082 
precision voltage-current calibrator 
that features high measurement 
sensitivity. (355) 


PULSE TRANSFORMERS Polyphase 
Instrument Co., Bridgeport, Pa. 
Booklet contains charts, tables, 
formulas, and _ instructions for 
selecting the pulse transformer 
for a particular circuit. (356) 


MICROWAVE TEST INSTRUMENTS 
Folarad Electronics Corp., 43-20 
34th St., Long Island City 1, N.Y. 
Catalog digest lists applications and 
specifications of a line of micro- 
wave test instruments. (357) 
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the complete line... 


8-13 Digits + Direct Readin 


Incremental « Photneiectite DIGISYN® DIGITAL 
POSITION TRANSDUCERS 


(Non Contacting) 


@ Direct Reading Cyclic Codes: Binary; 


Prograiiiids « Seeds Sine/Cosine; BCD; Special. 
Encoders 
@ Incremental Counts per rev: 1000 thru 


65,000. Many counts standard. 


& @ Qualified to Military Specifications. 


@ Integral Power Supplies, many models, 
Airborne Incremental 
Minimum Weight @ Remote Go-No-Go test provisions, 


@ Output Counters and Decimal 
Displays available. 


ane nd < Send for Engineering Data or call 
. its » Direct Readi 
eicrenvantnn . Ginesceune (Boston) COpley 7-8425 


| 
,& WAYNE-GEORGE 


CORPORATION 
(ADCON DIVISION) 


588 COMMONWEALTH AVENUE e BOSTON 15, MASS. 
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SLIPS 
OUT OF 
LACING 


Try this simple test. Tie a piece of Gudelace around a pencil in a half hitch and pull j 
one end. Gudelace’s flat, nonskid surface grips the pencil—no need for an extra finger 
to hold Gudelace in place while the knot is tied! 

Gudelace makes lacing easier and faster, with no cut insulation, or fingers—no slips 
or rejects—and that’s real economy. Gudelace is the original flat lacing tape. It’s 
engineered to stay flat, distributing stress evenly over a wide area. The unique nonskid 
surface eliminates the too-tight pull that causes strangulation and cold flow. Gudelace 
is made of sturdy nylon mesh, combined with special microcrystalline wax, for out- 
Standing strength, toughness, and stability. 


Write for a free sample and test it yourself. See how Gudelace takes the slips—and 


| the problems—out of lacing. 


GUDEBROD BROS. SILK CO., INC. 


Electronic Division Executive Offices 
225 West 34th Street * e-. 12 South 12th Street 
New York 1, N.Y. Philadelphia 7, Pa. 
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PEOPLE AND PLANTS 


Alto Scientific Opens Another Plant 


THE SIX-YEAR GROWTH of a 
Palo Alto electronic components 
manufacturer into a sub-contract 
facility producing quality electronic 
equipment is highlighted by the re- 
cent opening of Alto Scientific Co., 
Inc.’s new 12,000-sq-ft plant. 

Founded early in 1955 by David 
Cherry and two associates, with the 
objective of pioneering in develop- 
ing solid-state commercial elec- 
tronic equipment, Alto started in 
a 1,000-sq-ft garage employing 4 
people. Progressively, an engineer- 
ing staff was formed to maintain 
contact with the state-of-the-art 
component and design theory. 

In August, 1955, the company 
moved to a 4,800-sq-ft plant to 
serve Stanford Research Institute, 
Varian, Stanford University, Syl- 
vania, General Electric and other 


small 


Farnsworth Joins LFE 

As Senior Staff Engineer 
EDWARD P. FARNSWORTH has joined 
the advanced sciences 
Laboratory For 
Boston, Mass., as 


division of 
Electronics, Inc., 
senior staff en- 
gineer. He will be responsible for 
investigation and development of 
new technical areas and products 
for LFE Electronics, specializing 
in advanced research in communica- 
tions and radar. 

As a project engineer at Ray- 
theon’s missile and space division 
before coming to LFE, Farnsworth 
was most recently in charge of high 
speed digital data conversion and 
recording systems for multi-beam 
radars. 


90 


local manufacturers. In 1958 Alto 
expanded the plant to 8,000 sq ft 
and branched into the military field 
with missile ground and ‘airborne 
components. This led to Alto’s de- 
sign and development of_ checkout 
systems and, to the growth of an 
organization of specialists in the 
military sub-contract field. 

Now with the opening of the ad- 
ditional plant to supplement exist- 
ing facilities, Alto will continue to 
expand its research and develop- 
ment activities in applying ad- 
vanced techniques and components. 
The new plant also has facilities 
for mechanical] design, sheet metal 
fabrication, spray painting, weld- 
ing and riveting, transformer wind- 
ing and other production. 

Alto anticipates 1961 sales of $1 
million. 


Monitor Systems Names 
Fernandez-Rivas 


LUIS A. FERNANDEZ-RIVAS has been 
named chief engineer and techni- 
cal director of Monitor Systems, 
Inc., Fort Washington, Pa., de- 
signer and manufacturer of ad- 


vanced high-speed electronic data 
systems for defense and industry. 

Prior to joining Monitor Sys- 
tems Inc., a subsidiary of Epsco, 
Inc., Cambridge, Mass., he was en- 
gineering manager of the advanced 
programs department at Epsco, 
where he was responsible for pro- 
grams involving developmental ef- 
fort. 


Kepeo Hires Moerman 
As Chief Engineer 


KEPCO, INC., Flushing, N. Y., man- 
ufacturer of voltage regulated 
power supplies, announces the 
appointment of Nathan A. Moer- 
man as chief engineer for elec- 
tronic equipment. 

Moerman has served as president 
of Electronic Counters, Inc. For 
over ten years he was chief en- 
gineer and 2nd vice president of 
Potter Instruments Corp. During 
the war years he served as the ci- 
vilian head of the Instrumentation 
Laboratory at the Aberdeen Prov- 
ing Grounds. 


Announce Formation 
Of New Company 


DALLAS, Texas, will be home base 
for a newly formed electronics firm 
to be known as Hunt Electronics 
Co. 

Management personnel will in- 
clude: R. K. Davis, marketing man- 
ager; F. B. Hoff, device develop- 
ment manager; J. L. Hutson, mate- 
rials development manager; J. W. 
English, product engineering man- 
ager; and E. N. Kile, manufactur- 
ing manager. 

Sample production is slated to 
begin in October when the com- 
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THERE’S NO SUBSTITUTE FOR AN 
ELECTRONIC MEASUREMENTS 


CONSTANT-CURRENT POWER SUPPLY 


what every engineer knows about constant-current 
power supplies e e e How do you 


check the peak inverse voltage rating of a solid state 
junction? the breakdown voltage of a reference diode 
at a specified current? the dynamic impedance of a 
reference diode? and the many other parameters that 
are so easily checked with constant-current power 
supplies? 

It’s an easy matter to convert some voltage-regu- 
lated power supplies to current-regulated operation. 
At least it’s easy with an E/M® Regatron Program- 
mable Power Supply. But for true constant-current 
performance, there’s no substitute for a power supply 
specifically designed for constant-current operation. 

Take Electronic Measurements’ Model C638A 
shown here, It’s an easy matter to set the current con- 
trol to any value desired—from a few microamperes 
up to 100 ma—manually or programmably. And there’s 
no juggling with makeshift, extra circuity. Then you 
can adjust the voltage compliance to any value from 
0 to 1500 V. There’s no fear that the voltage may be 


too great or not enough; the voltage control sets the 
upper limit. 

Here are some additional features of the C638A: 
Output impedance is 10' megohms at 0.5 ya to 0.5 
megohms at 100 ma. Above 2.2 a, regulation is better 
than 0.15%, line or load, Ripple is less than 0.01%+- 
1 »a rms. A modulation input is provided. 

But to get back to the point; to check the peak 
inverse voltage rating of a solid state junction, simply 
set the output current control of an E/M Constant- 
Current Power Supply at the specified current. Con- 
nect the output to the junction, turn the power supply 
on, and measure the voltage drop across the junc- 
tion. What could be easier? And other measurements 
can be made almost as easily. 

For a complete discussion of constant-current power 
supplies with ratings up to 1A, ask for Specification 
Sheet 3072B. It lists all the models and specifica- 
tions, too. 


®@Registered U. S. Patent Office. Patents Issued and Pending. 








ELECTRONIC 





oe 

M MEASUREMENTS 

COMPANY, 
EATONTOWN - NEW JERSEY 





INCORPORATED 
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pany will become actively engaged 
in the manufacturing of semicon- 
ductor devices. 


NEW 
MINIATURIZED 


wes eeeececeoceeeeseeeee 


‘COMMUTATING 
SWITCH 





t 

ee General Instrument 
Elects Friedman 

ELECTION of Maurice Friedman as 
a vice president of General Instru- 
ment Corp. is announced. Formerly 
executive vice president of the com- 
pany’s semiconductor division, he 
will also serve in the newly created 
post of executive assistant to the 
president, and will be responsible, 
under president Moses Shapiro, 
for “coordinating activities of Gen- 
eral Instrument’s 18 divisions and 
subsidiaries and for development 
of the company’s long-range ac- 
quisition program.” 


e IDL “STANDARD” Performance and Flexibility in Yard the Volume 

© Satisfies 98% of all PAM and PDM Telemetering System Requirements 

e Clamped Speed Regulator holds Pole Speed to 2% 

© Phase-Lock Concept controls speed of 4 or more independent switches 


INSTRUMENT DEVELOPMENT LABORATORIES, INC. 
51 MECHANIC STREET, ATTLEBORO, MASS. 
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Primary Standards 


Measurement Engineers 
KITS AND WIRED 
érénco : There are openings at Boeing, 
psi now, in research, development 


FIDELITY 


TEST INSTRUMENTS 


and maintenance of primary 
measurement standards. Re- 
quirements are a B.S. degree 
plus experience in precision 
measurement, or an advanced 
degree. These positions, offering 
the opportunity to contribute to- 
ward advancement of the state- 
of-the-art, are in the following 
areas: 





ACF Electronics 
Appoints Kirby 
FRANK N. KIRBY has been named 


engineering manager for the River- 
dale, Md., plant of the ACF Elec- 


Acoustics Temperature 
Dimension Infrared 
Direct Current Pressure 
Alternating Current Vacuum 
Radio Frequency Acceleration 
Microwave Optics 


ney erection fan to bath 


Send for. 


New 1961 





EICO Electronics Catalog 


EICO, 3300 N. Bivd., L.1.C. 1, N. ¥. E-6B 

(1 Send free 32-page catalog & dealer’s name 

CL) Send new 36-page Guidebook to HI-FI for 
which | enclose 25¢ for postage & handling. 

Name saints 

Address “i 7 

City Zone ... State 


3300 N. Bivd.. L.L.C. 1, NY 


Sc teletiagede neg eyo 
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Salaries will be commensurate with 
your education and experience. Write 
today, to: Mr. W. B. Evans, The 
Boeing Company, P. O. Box 3707 - 
ECD, Seattle 24, Washington. All 
qualified applicants will receive con- 
sideration for employment without 
regard to race, creed, color or na- 
tional origin. 


SPMD EMN i 
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tronics Division of ACF Industries, 
Inc. 

Kirby joined ACF Electronics 
from the Missile and Space Divi- 
sion of the Raytheon Co., Bedford, 
Mass., where he was a technical 
director. Prior to joining Ray- 
theon, he was associated with the 
Canadian Marconi Co., Montreal, 
and the Electronics Division of 


electronics 














ANYWHERE 


IN THE 
NATION 


ELECTROLYTIC 
AND 


PAPER TUBULAR 
CONDENSERS 


“35 YEARS OF PROVEN 
DEPENDABILITY’’ 


COSMIC CONDENSER CO. 


853 WHITTIER STREET, BRONX, N. ¥ 
LUdlow 9-3360 
CIRCLE 209 ON READER SERVICE CARD 


M Precision 
a 
NEW HEAVY ™ FOR 
DUTY 2 & 3 B- Engraving 
DIMENSIONAL ‘ Fine Rention Work 
ENGRAVER Profiling Small 
Objects 


Making Small Dies 
and Molds 


UHF COAXIAL 
WAVEMETERS 


2-75 
Centimeter 
Range 


Send for Illustrated Catalogs. 
MICO INSTRUMENT CO. 
77 Trowbridge St. Cambridge 38, Mass. 
CIRCLE 210 ON READER SERVICE CARD 
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American Machine & Foundry Co. 
at Boston. 


Auerbach Electronics 
Names Sunshine 


BERNARD SUNSHINE has been ap- 
pointed to the technical staff of 
Auerbach Electronics Corp., Phila- 
delphia, Pa. He has been concerned 
with special error situations in 
connection with the input-output 
programming of the ComLogNet 
project, a large-scale digital com- 
munication system. 

Previously, Sunshine was a mem- 
ber of the communications group 
of the Philco Corp. 


PEOPLE IN BRIEF 


Harry L. Benjamin advances at 
United Aircraft Products to vice 
president for marketing and engi- 
neering. George M. Leitch, for- 
merly with North American 
Aviation, joins Ford Motor Co.’s 
Aeronutronic division as_ special 
assistant for electronic operations. 
Michael Burlingham and Michael 
N. Lompart of Burton Manufac- 
turing Co. move up to vice presi- 
dent, general manager and vice 
president, treasurer, respectively. 
Max P. Forrer leaves General Elec- 
tric to become a senior engineer 
at Kane Engineering Labs. William 
D. Hogan promoted at Sylvania 
Electric Products to manager of 
engineering services for the semi- 
conductor division. Robert L. Rugh 
transfers from Acoustica to Stand- 
ard Rectifier Corp. as quality con- 
trol manager. Lawrence Sokoloff, 
previously with Sylvania Electric 
Products, appointed a senior tech- 
nical staff member by Auerbach 
Electronics Corp. J. Penn Ruther- 
foord, executive vice president of 
International Resistance Co., elected 
to the firm’s board of directors. 
John B. Chatterton leaves Moller 
Instrument Co. to join PRD Elec- 
tronics as senior project engineer 
for the research division. Ralph 
M. Tidball of IBM’s general prod- 
ucts division advances to senior 
engineer. Hugh Christian trans- 
fers from Diamond Power Spe- 
cialty Corp. to Ling-Temco Elec- 
tronics’ Electron Corp., as 
administrative engineering assist- 
ant. 





Let us show 
you how to 
KEEP 
COMPONENT 
cosTSs 





Send a sample or blue print 
for estimates. 


Art Wire specializes in wire forms de- 
signed for today’s automatic production 
lines . . . manufactured with the pre- 
cision and uniformity that assure the 
economy of an uninterrupted work flow. 
Reduced down-time, and the lower 
costs made possible by Art Wire's mod- 
ern production methods mean greater 
savings to you, and greater profit in 
your operations. 


ART WIRE AND STAMPING CO. 


18 Boyden Place, Newark 2, N. J. 
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EMPLOYMENT OPPORTUNITIES 


electronics 


WEEKLY QUALIFICATION FORM 
FOR POSITIONS AVAILABLE 


ATTENTION: 
ENGINEERS, SCIENTISTS, PHYSICISTS 


This Qualification Form is designed to help you advance in the elec- 
tronics industry. It is 


COMPANY 


THE BOEING COMPANY 
Seattle, Washington 


SEE PAGE 
92 


CENTRAL RESISTOR CORP. 
Addison, Illinois 


95 
ique and ¢ 





pact. Designed with the assistance 
9 t, it isolates specific experience in 
electronics and deals only in essential background information. 


of professional personnel 





ERIE ELECTRONICS DIV. 
Erie Resistor Corp. 


95 


The advertisers listed here are seeking professional experience. Fill in 
the Qualification Form below. 





STRICTLY CONFIDENTIAL 


Erie, Pennsylvania 


ESQUIRE PERSONNEL 
Chicago, Illinois 


GENERAL DYNAMICS/ASTRONAUTICS 


San Diego, California 
Your Qualification form will be handled as “Strictly Confidential” by 


ELECTRONICS. Our processing system is such that your form will be GYRODYNE CO. OF AMERICA INC. 
forwarded within 24 hours to the proper executives in the companies o. Some, 0. t, Gow York 


you select. You will be contacted at your home by the interested com- 


1 B M CORPORATION 
panies. 


Lexington, Kentucky 





LABORATORY FOR ELECTRONICS 
Boston, Massachusetts 


WHAT TO DO 
. Review the positions in the advertisements. 
. Select those for which you qualify. 
. Notice the key numbers. 
. Circle the corresponding key number below the Qualification Form. 
. Fill out the form completely. Please print clearly. 
. Mail to: D. Hawksby, Classified Advertising Div., ELECTRONICS, 
Box 12, New York 36, N. Y. (No charge, of course). 


REPUBLIC AVIATION 


Farmingdale, L. 1., New York 


TROPICAL RADIO TELEGRAPH CO. 
Hingham, Massachusetts 


Suite 1414 (E) 
*These advertisements appeared in the 8/18/61 issue 


(cut here) 


(cut here) 
electronics WEEKLY QUALIFICATION FORM FOR POSITIONS AVAILABLE 


Personal Background Education 


PROFESSIONAL DEGREE(S) 
MAJOR(S) 

UNIVERSITY 

DATE(S) 





FIELDS OF EXPERIENCE (Please Check) 
(_] radar 


] radio—tv 


CATEGORY OF SPECIALIZATION 
Please indicate number of months 
experience on proper lines. 


Technical 
Experience 
(Months) 


8251 


e Aerospace CT Fire Control Sndeteens 
Experience 


TC] Human Factors (Months) 


a Infrared 


‘a Instrumentation 


e Antennas 
[_] asw 
C) Circults 


C] Communications 


RESEARCH (pure, 
fundamental, basic) 

RESEARCH 

(Applied) 

SYSTEMS 

(New Concepts) 

DEVELOPMENT 

(Model) 

DESIGN 

(Product) 

MANUFACTURING 

(Preduct) 


FIELD 
(Service) 


C7] Simulators 
[_] solid state 


T 7] Telemetry 


‘a Transformers 


[_] Medicine 

[_] Microwave 
[_] Navigation 
[] Operations Research [_| 


C7) Optics 
SALES 


C] Packaging (Proposals & Products) 


CIRCLE KEY NUMBERS OF ABOVE COMPANIES’ POSITIONS THAT INTEREST YOU 
4° 6 6 *7 Ss 08 0 1H Hm 3 WH % 17. 3 fH ww sa 


[__] Components 
[] computers 

[_] ecm 

[_] Electron Tubes 


C] Engineering Writing 








electronics 





EMPLOYMENT OPPORTUNITIES 





TRANSFORMER ENGINEER 


With experience in the design and devel- 
opment of Hi-Frequency and Pulse trans- 
formers for commercial and military ap- 
plications. 

Ideal opportunity for ambitious man to 
develop full potential of present small de- 
partment. Salary—open. Location—Erie, 
Pa. Call or send resume to Chief Engineer 


Erie Electronics Division 


Erie Resistor Corporation 


645 West 12th Street 
GL 6-8592 


Erie, Pa. 








RESISTOR ENGINEER 


Progressive manufacturer of Metal Film 
Resistors located near Chicago needs an 
experienced engineer to take charge 
of their precision resistor line. Must 
be experienced on Mil type resistors. 
Excellent opportunity for the right per- 
son to manage this division. 


CENTRAL RESISTOR CORP. 
507 Factory Road Addison, Illinois 
National 5-9332 


WHERE IS THE PILOT? 


He has been replaced by a flight controller located at the drone control 
station of a navy destroyer. He is flying the Gyrodyne DSN Heli- 
copter, armed with a homing torpedo, by remote control. The con- 
troller has the capability to direct the DSN over the target area, re- 


lease the weapon, and command it to return and land on the flight deck 
of the destroyer. 








SECTION HEAD ... SYSTEMS ANALYSIS 
Salary $16,000+ 
Broad experience in missile engineering required 
Be familiar with missile hardware and be able to 
determine total systems specifications and customer 
needs. Vacationiand area. Client assumes all em- 
ployment expense. 
ESQUIRE PERSONNEL 

202 S. State St., Chicago 4, Il. 


The Gyrodyne DSN helicopter, being unmanned, can fly in foul 
weather and complete its mission without risk to a pilot’s life. 





The DSN helicopter is the first remotely controlled helicopter and is 
considered to be the most versatile remotely controlled flying machine. 





COMMUNICATIONS ENGINEER 


College graduate interested in associating 
with long established public service com- 
pany serving Central America. Position 
open at Engineering Dept., Tropical Radio 
Telegraph Company, P Drawer 97, 
Hingham, Massachusetts (Near Boston). 


The Gyrodyne Company is responsible for development and produc- 
tion of the DSN helicopter including its electronic equipment, and the 
electronic equipment required aboard the destroyer to control the 














EFFECTIVE 
ENGINEER 
RECRUITMENT 
DEPENDS ON 
ENGINEERING 
READERSHIP 


Where your recruitment program 
calls for qualified engineers in the 
electronics industry, there is no 
more efficient method of reaching 
them than through the pages of the 
publication they pay to read. 


electronics 


CLASSIFIED ADVERTISING DIVISION 
POST OFFICE BOX 12 
NEW YORK 36, N. Y. 








DSN helicopter. 


The work involved in accomplishing such a task is continually creat- 
ing career opportunities for qualified personnel at various levels in 


the following fields. 


The DSN helicopter is the 
advanced engineering version 
of the piloted ROTORCYCLE shown 
below the vehicle which on 

June 1, 1961 won the Grand Prix 
for its maneuverability 

in the helicopter competition 

at the International Air Show. 


Engineering 
Flight Test 
Aerodynamics 
Stress Analysis 
Digital Data Link 
Electrical Systems 
Electronic’ Systems 
Contracts 

Field Service 
Publications 
Training 


Administration 
Contracts (LLB) 
Facilities 
Systems—Procedures 
Systems—Audit 
Facilities Planning 
Data Processing 
Personnel Recruiting 
Production Planning 
Material Controls 


Applicants interested in becoming asso- 
ciated with a progressive organization 
located in one of the most beautiful sub- 
urban residential areas on Long Island, 
are requested to submit confidential re- 
sumes to our Personnel Director, Dept. 
E, Gyrodyne Company of America, Inc., 
St. James, L.I., N. Y. 


rodvyne 


COMPANY OF /AMERI/CA,/NC, 
AN EQUAL OPPORTUNITY EMPLOYER 
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EMPLOYMENT 


OPPORTUNITIES 


electronics 


WEEKLY QUALIFICATION FORM 
FOR POSITIONS AVAILABLE. 


ATTENTION: 
ENGINEERS, SCIENTISTS, PHYSICISTS 


This Qualification Form is designed to help you advance in the elec- 


tronics industry. It is unique and ¢ 





pact. Designed with the assistance 
t, it isolates specific experience in 
electronics and deals only in essential background information. 


of professional personnel 





The advertisers listed here are seeking professional experience. Fill in 
the Qualification Form below. 





STRICTLY CONFIDENTIAL 


Your Qualification form will be handled as “Strictly Confidential” by 
ELECTRONICS. Our processing system is such that your form will be 
forwarded within 24 hours to the proper utives in the comp 

you select. You will be contacted at your home by the interested com- 
panies. 








WHAT TO DO 


Review the positions in the advertisements. 


COMPANY SEE PAGE 
THE BOEING COMPANY 92 
Seattle, Washington 


CENTRAL RESISTOR CORP. 95 
Addison, Ulinois 


ERIE ELECTRONICS Div. 95 
Erie Resistor Corp. 
Erie, Pennsylvania 


ESQUIRE PERSONNEL 
Chicago, Illinois 


GENERAL DYNAMICS/ASTRONAUTICS 
San Diego, California 


GYRODYNE CO. OF AMERICA INC. 
St. James, L. 1., New York 


1 B M CORPORATION 
Lexington, Kentucky 


LABORATORY FOR ELECTRONICS 
Boston, Massachusetts 


REPUBLIC AVIATION 


. Select those for which you qualify. Farmingdale, L. 1., New York 
. Notice the key numbers. 

. Circle the corresponding key number below the Qualification Form. 
. Fill out the form completely. Please print clearly. 

. Mail to: D. Hawksby, Classified Advertising Div., ELECTRONICS, 


Box 12, New York 36, N. Y. (No charge, of course). 


TROPICAL RADIO TELEGRAPH CO. 95 
Hingham, Massachusetts 


Suite 1414 (E) 100* 
*These advertisements appeared in the 8/18/61 issue. 


(cut here) 


(cut here) 
electronics WEEKLY QUALIFICATION FORM FOR POSITIONS AVAILABLE 
Personal Background Education 
PROFESSIONAL DEGREE(S) 
MAJOR(S) 
UNIVERSITY 
DATE(S) 





CATEGORY OF SPECIALIZATION 
Please indicate number of months 

experience on proper lines. 
Technical 


Experience 
(Months) 


8251 


FIELDS OF EXPERIENCE (Please Check) 
[] radar 


[] radio—tv 


C] Aerospace * Fire Control 


C] Antennas 
[ J] asw 
[] Circults 


C] Communications 


Supervisory 
Experience 


TC) Human Factors (Months) 


CT] Infrared 
CT Instrumentation 
‘a Medicine 
C] Microwave 
(Product) 


i Navigation 
MANUFACTURING 
[] Operations Research C) (Product) 


FIELD 
C7] Optics 


(Service) 
C] Packaging 


SALES 
(Proposals & Products) 

CIRCLE KEY NUMBERS OF ABOVE COMPANIES’ POSITIONS THAT INTEREST YOU 

4 5 6 7 8 9 70 1 12 4 3 6 37 ae ae 


RESEARCH (pure, 
fundamental, basic) 

RESEARCH 

(Applied) 

SYSTEMS 

(New Concepts) 

DEVELOPMENT 

(Model) 

DESIGN 


[_] simulators 
[_] solid state 
[_] Telemetry 

[_] Components [_] Transformers 
‘a Computers 


[Jee 


C] Electron Tubes 





‘a Engineering Writing 
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EMPLOYMENT OPPORTUNITIES 





TRANSFORMER ENGINEER 


With experience in the design and devel- 
opment of Hi-Frequency and Pulse trans- 
formers for commercial and military ap- 
plications. 

Ideal opportunity for ambitious man to 
develop full potential of present small de- 
partment. Salary—open. Location—Erie, 
Pa. Call or send resume to Chief Engineer 


Erie Electronics Division 


Erie Resistor Corporation 


645 West 12th Street Erie, Pa. 
GL 6-8592 








RESISTOR ENGINEER 


Progressive manufacturer of Metal Film 
Resistors located near Chicago needs an 
experienced engineer to take charge 
of their precision resistor line. Must 
be experienced on Mil type resistors. 
Excellent opportunity for the right per- 
son to manage this division. 


CENTRAL RESISTOR CORP. 
507 Factory Road Addison, Illinois 
National 5-9332 


WHERE IS THE PILOT? 


He has been replaced by a flight controller located at the drone control 
station of a navy destroyer. He is flying the Gyrodyne DSN Heli- 
SECTION HEAD .. . SYSTEMS ANALYSIS copter, armed with a homing torpedo, by remote control. The con- 

Salary $16,000+- troller has the capability to direct the DSN over the target area, re- 


Broad experience in missile engineering required lease the weapon, and command it to return and land on the flight deck 
Be familiar with missile hardware ane be able to of the destroyer. 
determine total systems ti 


needs. Vacationland area. Client oun mee all em- . . ‘ 
pleyeeat apenas, * The Gyrodyne DSN helicopter, being unmanned, can fly in foul 


ESQUIRE PERSONNEL weather and complete its mission without risk to a pilot’s life. 
202 S. State St., Chicago 4, I. 














The DSN helicopter is the first remotely controlled helicopter and is 
considered to be the most versatile remotely controlled flying machine. 





COMMUNICATIONS ENGINEER 


College graduate interested in associating 
with long established public service com- 
Pany serving Central America. Position 
open at Engineering Dept., Tropical Radio 
Telegraph Company, P. ‘O. Drawer 97, 
Hingham, Massachusetts (Near Boston). 


The Gyrodyne Company is responsible for development and produc- 
tion of the DSN helicopter including its electronic equipment, and the 
electronic equipment required aboard the destroyer to control the 
DSN helicopter. 


The work involved in accomplishing such a task is continually creat- 
ing career opportunities for qualified personnel at various levels in 





the following fields. 








EFFECTIVE 
ENGINEER 
RECRUITMENT 


, The DSN helicopter is the Engineering 
advanced engineering version Flight Test Contracts (LLB 
of the piloted ROTORCYCLE shown 4 on du nice sce ) 
below the vehicle which on : wk ” : 

June 1, 1961 won the Grand Prix Stress Analysis Systems—Procedures 
for its maneuverability Digital Data Link Systems—Audit 


DEPENDS ON in the helicopter competition Electrical Systems Facilities Planning 
at the International Air Show. Electronic Systems Data Processing 


ENGINEERING Contracts Personnel Recruiting 
READERSHIP Field Service Production Planning 


Publications Material Controls 
Training 


Administration 


Where your recruitment program 
Applicants interested in becoming asso- 
ciated with a progressive organization 
located in one of the most beautiful sub- 
urban residential areas on Long Island, 
are requested to submit confidential re- 
sumes to our Personnel Director, Dept. 
E, Gyrodyne Company of America, Inc., 
St. James, L.1., N. Y. 


electronics a 
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calls for qualified engineers in the 
electronics industry, there is no 
more efficient method of reaching 
them than through the pages of the 
publication they pay to read. 


POST OFFICE BOX 12 COMPANY OF /AMERICA,/NC, 
NEW YORK 36, N. Y. AN EQUAL OPPORTUNITY EMPLOYER 
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EMPLOYMENT OPPORTUNITIES 


VOMPANY-SPONSORED RESEARCH: 


THIN FILMS 


AND 


SOLID STATE 


Senior Scientists are needed for 
immediate openings in the General 
Dynamics/Astronautics Electronics 
Research Laboratories. 

A large company-sponsored pro- 
gram in thin film and solid state 
research for applications to Micro- 
miniaturization, Solar Energy Con- 
version, and Magnetic Computer 
Components is in progress. Included 
are: (1) studies of the kinetics and 
structures of films using advanced 
electron microscope -techniques; 
(2) epitaxy studies using pyrolytic 
vapor decomposition and ultra-high 
vacuum deposition of thin film crys- 
tals; (3) materials research for thin 
film passive and active components 
prepared by vacuum deposition, 
sputtering, anodization and electron 
beam graphics and cathodolysis; 
and (4) techniques for accurately 
monitoring and controlling the fab- 
rication conditions and film charac- 
teristics for thin film microcircuit 
and large area energy conversion 
device fabrication. 

If you are interested and have 
experience in these tasks and are 
trained in solid state physics, metal- 
lurgy and ceramics, physical chem- 
istry or electronics, inquire now. 
Advanced degrees preferred but not 
necessary if talent and experience 
in these areas are indicated. 

Please write Mr. R. M. Smith, 
Industrial Relations Administrator- 
Engineering, Dept. 130-90. 


GID 


GENERAL 
DYNAMICS 
ASTRONAUTICS 


(formerly CONVAIR/ASTRONAUTICS) 
5684 Kearny Villa Road 
San Diego, California 


ALL QUALIFIED APPLICANTS WILL 
RECEIVE CONSIDERATION FOR EMPLOY- 
MENT WITHOUT REGARD TO RACE, 
CREED, COLOR OR NATIONAL ORIGIN. 








The worldwide success of Japan's 
transistor radios is a tribute to their 
highly efficient yet minute components, 
of which the ultra-small Mitsumi IFT 
Poly-vari-con is typical. With other 
superb Mitsumi parts, it is being ex- 
tensively used by leading radio manu- 
facturers. 


> POLY-VARI-CON 
Variable 


Capacitor 
Transformer 


Mitsumi Parts 


MITSUMI ELECTRIC CO., LTD. 


1056-1, Koadachi, Komae-cho, Kitatama-gun, Tokyo, Japang@ 
CIRCLE 212 ON READER SERVICE CARD 


Intermediate 
Frequency 
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Bressier 
SSOCIATES 


SALES 
ENGINEERING 
REPRESENTATIVES 


New York State and 
poems igen Jersey 


GEORGE HARRIS 
ENGINEERING dteatas 
4808 Bergenline Avenue 
Union City, New Jersey 
UNion 4-9577 
NY: OXford 5-3727 


TWX-UN CY NJ-1367 
ORE oo rs 
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Tough competition and smart 
selling demand that the electron- 
ics man be reached and sold 
wherever you find him: Research, 
Design, Production, and Manage- 
ment. Only electronics is edited to 
interest and influence all four key 
buyers. Put your advertising 
where it works hardest..... 


inelectronics 


electronics 
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products or services. 


SQUARE-LOOP 
TAPE CORES 
TO MEET YOUR 
TOUGHEST 
SPECIFICATIONS 


Speed your specs to Dynacor 
when you want square-loop tape 
cores to exact requirements—fast! 
Here you'll find a dependable 
combination of personnel, expe- 
rience and facilities—the know- 
how to deliver parameters to 
your very tightest tolerance re- 
quirements for switching time, 
flux, and noise. 

Dynacor Square-Loop Tape 
Cores are manufactured with the 
high permeability alloys—Grain- 
Oriented 50-50 Nickel Iron, 4-79 
Molybdenum Permalloy, and 
Grain-Oriented 3% Silicon Iron 

with fully guaranteed uni- 
formity ... under rigid standards 
of control and inspection. 

Look to Dynacor for reliable 
production and swift delivery of 
your tape core requirements. For 
_your convenience a full line of 
standard units are stocked for im- 
mediate off-the-shelf delivery— 
Send for bulletins DN 2000, DN 
2001, DN 2002. 











DYNACOR, 


INC. 


A SUBSIDIARY OF SPRAGUE ELECTRIC CO. 


| 1006 Westmore Ave. 
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Polarad inspectors 


see .001° vanes 
magnified like this 
with STEREOZOOM’ MICROSCOPES 


These are micro-grid vanes for the higher frequency microwave 
electron tubes made by Polarad Electronics Corporation, Long 
Island City, N. Y. Bausch & Lomb StereoZoom Microscopes 
play a critical part in their inspection. Because only B&L Stereo- 
Zoom Microscopes provide infinite choice of magnification, any- 
where within the entire range of the instrument. Just a turn of 
the Zoom knob shows their .001” vanes at the ideal magnifica- 
tion for checking continuity, spacing, surface finish, or con- 
tamination by foreign materials. 


Work shows up vividly, in natural 3D detail. And there’s unob- 
structed working distance (up to 7”) to simplify Polarad’s 
precision assembly of tube parts. That’s why Maurice J. Cun- 
niffe, manager of Polarad’s Microwave Tube Laboratory, says: 
“The StereoZoom Microscope is an essential component of our 
laboratory facility.” 

Why not mail the coupon and find out how StereoZoom Micro- 
scopes can help you? 

BAUSCH & LOMB INCORPORATED 

61420 Bausch St., Rochester 2, New York 

(0 Send new B&L StereoZoom Catalog D-15. 
(0 Schedule a demonstration at my convenience. 


Made in America, to the 
world’s highest standards. 


BAUSCH & LOMB 


Vv 


een | 
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Erie Electronics Div., Erie Resistor 
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Esquire Personnel Pf 

General Dynamics/ Astronautics 

Gyrodyne Co. of America Inc 

Tropical Radio Telegraph Company 


@ See Advertisement in the July 20, 1961 issue 
of Electronics Buyers’ Guide for complete line of 
products or services. 





This index and our Reader Service Numbers are pub- 
lished as a service. Every precaution is taken to make 
them accurate, but ELECTRONICS assumes no re- 
sponsibilities for errors or omissions. 





electronics 


Audit Bureau 
of Circulations 


Associated Business 
Publications 


Audited Paid Circulation 


JAMES T. HAUPTLI 
Advertising Sales Manager 


R. S. QUINT, Assistant Publisher Buyers’ Guide 
ond Business Manager; FRED STEWART, Pro- 
motion Manager; B. ANELLO, Marketing 
Service Manager; RICHARD J. TOMLINSON, 
Production Manager; GEORGE E. POMEROY, 
Classified Manager; HUGH J. QUINN, Circu- 
lation Manager. 


ADVERTISING REPRESENTATIVES: NEW YORK 
(36) Donald H. Miller, Henry M. Shaw, George 
F. Werner, 500 Fifth Avenue, OXford 5-5959; 
BOSTON (16) William S. Hodgkinson, Donald 
R. Furth, McGraw-Hill Building, Copley 
Square, Congress 2-1160; PITTSBURGH (22) 
David M. Watson, Four Gateway Center, 
Express 1-1314; PHILADELPHIA (3) Warren 
H. Gardner, William J. Boyle, 6 Penn Center 
Plaza, LOcust 8-4330; CHICAGO (11) Harvey 
W. Wernecke, Martin J. Gallay, 645 North 
Michigan Avenue, Mohawk 4-5800; CLEVE- 
LAND (13) P. T. Fegley, 55 Public Square, 
Superior 1-7000; SAN FRANCISCO (11) T. H. 
Carmody, R. C. Alcorn, 255 California Street, 
Douglas 2-4600; LOS ANGELES (17) Marshall 
Freeman, Peter S. Carberry, 1125 W. 6th St., 
Huntley 2-5450; DENVER (2) J. W. Patten, 
Tower Building, 1700 Broadway, Alpine 
5-2981; ATLANTA (9) M. H. Miller, 1375 
Peachtree St. N.E., Trinity 5-0523; HOUSTON 
(25) Joseph C. Page, Jr., Prudential Bidg., 
Holcombe Blvd., Jackson 6-1281; DALLAS (1) 
Frank Le Beau, The Vaughn Bldg., 1712 
Commerce St., Riverside 7-9721; LONDON 
WI, Edward €E. Schrimer, 34 Dover St.; 
FRANKFURT/Main, Stanley R. Kimes, 85 
Westendstrasse; GENEVA, Michael R. Zeynel, 
2 Place du Port. 


electronics 





BEHIND THIS CURTAIN HIDE THE ONLY ICBMs NOT 
WATCHED BY KINTEL CLOSED CIRCUIT TV SYSTEMS 


For full information on Kin Tel closed circuit TV, write direct. 
Representatives in all major cities. 
5725 Kearny Villa Road + San Diego 11, California + Phone BRowning 7-6700 
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RCA’s new Recommended Economy /Performance List of 9 volume-produced transistors and 
rectifiers can bring you brand-new answers to industrial reliability and performance at low prices 


Here’s why RCA’s new recommended economy 
performance list of 9 general-purpose semicon- 
ductor devices can open the way to new circuit 
economies, new equipment reliability : 


Low Price—due to advanced mass-production 
techniques used at RCA’s Findlay, Ohio plant 
devoted exclusively to general-purpose types. 


Excellent Uniformity—cdue to many years of ex- 
perience and continuing refinements in manu- 
facturing general-purpose types. 


Exceptional Reliability—because of rigid quality 
control and proved by extensive studies of cus 


RCA FIELD OFFICES EAST: Newark. NJ 
731 James St., Room 402 
EAST: Orlando, Fla 
lit., Suite 1154, Merchandise Mart Plaza, WHitehall 4-2900 « Minneapolis, Minn 
RAymond 3-836] © (San Francisco area) Burlingame, Calif 


7-8167 » GOV'T: Dayton, Ohio 


744 Broad St 
GRanite 4-5591 « Baltimore, Md 


224 N. Wilkinson St., BAldwin 62366 


AVAILABLE THROUGH 
YOUR RCA DISTRIBUTOR 


HUmboldt 5-3900 e (Camden, N. }. area) Eriton, N. J 
ENterprise 9-1850 « NORTHEAST: Needham Heights 94, Mass., 64 “‘A"’ St 
1520 Edgewater Drive, Suite 21, GArden 4-4768 e EAST CENTRAL: Detroit 2 


1838 E!| Camino Real, OXford 
e Washington, D( 


tomers’ actual experience with these transistor 
types from incoming inspection to actual field 
use by the end user. Field failure returns of these 
units in battery-portable radios since January, 
1958 have been less than 0.008% per 1,000 hours 
of operation. A rigorous quality-control program 
makes product improvement a continuing posi- 
tive process at RCA. 


Time-Proved Constructions— Alloy-Junction Con- 
struction, Graded Base Drift-Field Construction, 
Silicon Diffused-Junction Construction...tech- 
niques developed and improved by RCA’s long 
experience in the field of solid-state devices and 
proved through widespread product application. 


605 Marlton Pike, HAzel 8-4802 e Syracuse, N. Y., 
Hillcrest 4-7200 « SOUTH- 
Mich., 714 New Center Bidg., TRinity 5-5600 e¢ CENTRAL: Chicago 
t Blvd, WEst 9-0676 e WEST: Los Angeles 54, Calif., Box 54074 
7-1620 « SOUTHWEST: Dallas 7, Texas, 7905 Carpenter Freeway, Fleetwood 
1725 °K NW. FEderal 7-8500. 
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The Most Trusted Name in Electronics 
RADIO CORPORATION OF AMERICA 


For complete information and data on 
these nine general-purpose types, write 
for your free copy of RCA’s new booklet 
“RCA’s Recommended Economy /Per- 
formance List” to RCA Semiconductor 
and Materials Division, Commercial En- 
gineering, Section H-19-NN-4, Somerville, 
N. J. For further sales information, con- 
tact your RCA Field Representative 
today. 







































































